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THE PRIZE STORIES 


Early in March The H. W. Wilson Company announced, thru the Pub- 
lishers’ Weekly, the Cumulative Book Index, and by mail, a prize contest for the 
best argument, description or story of the use and value of the United States 
Catalog and the Cumulative Book Index as business-builders for the bookseller. 
The Book Review Digest could be included also at the writers’ discretion. 

The original date for the termination of the contest was April 15th, but this 
was deferred to April 25th. Five prizes were offered: 1st, $50; 2d, $40; 3d, $30; 
4th, $20; 5th, $10. Mr. F. G. Melcher, Editor of The Publishers’ Weekly, Mr. 
E. O. Chapman, Editor of The Bookseller and Stationer, and Mr. H. W. Wilson, 
President of The H. W. Wilson Company, were the judges. 

Thirty-seven stories in all were received, and have been passed upon by the 
judges. The first prize of $50 has been awarded to Mr. J. H. Roesgen, 945 Bel- 
mont Avenue, Philadelphia, Pa., for the story entitled, “Bookselling and the 
United States Catalog”; second prize to Miss Mary E. Clark, 117 Henry St., 
Binghamton, N. Y. for her story, “Are You Behind the Times?”; third prize to 
Mrs. Helga Borgen, 425 S. Carlisle St., Philadelphia, for “The United States 
Catalog” ; 4th, Mr. F. D. Hartman, 190 Pearl Street, Montreal, for “A Tale with 
a Moral’; 5th, Mr. M. B. Ketcham, 5616 University Avenue, Indianapolis, for 
“How the United States Catalog Developed a Reading Community.” The stories 
winning first and second prizes are published here. 


BOOK SELLING AND THE UNITED STATES CATALOG 


J. H. Roescen, PHILADELPHIA, Pa." 


the book was. 
guessed wrongly. 
My friend grew confidential. 


I was talking to a bookseller in a western We both had guessed but 
city. He had just missed an order for a 
book thru inability to quote its price, and I “The trouble 


“T often 





admit, I was unable offhand to help him. The 
Trade List Annual was useless in this case 
because neither of us knew whose publication 


1Mr. J. H. Roes 
tail bookstore, 1628 Chestnut St., Philadelphia. 


is my lack of memory” he said. 
wish I had someone in the store with me 
who knew books thoroly, and one who could 


n, winner of the First Prize, is salesman in George W. Jacob and Company’s re- 
Mr. Roesgen has had fourteen years’ experience in book- 


selling, having previously been Manager of the H. Y. Otto Book and Stationery Store, Williamsport, Pa. 
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keep all such information at his tongue’s 
end.” 

It was then I suggested that he install the 
United States Catalog, with its up-to-the-min- 
ute accessory, the Cumulative Book Index. 

“Too expensive” was his argument; and 
he held to it, even when I showed him that 
he could not employ the kind of a person he 
had in mind a single month for so little 
money. 

And while I talked to him I had a vision. 
Never before did I see so clearly, the line of 
demarcation between the successful bookseller 
and the one who must ever depend on other 
lines to make bookselling possible. 

This is how it works out. 

A customer walks into a bookstore which 
is not equipped with the United States Cata- 
log or Cumulative Book Index. “I have a 
book here” she begins “which I would like 
to buy a copy of. Also anything else by this 
author you have or can procure for me.” 

She holds up a copy, let us say of, “Mary 
Mary” by James Stephens. The bookseller, 
(we will call him Mr. A to differentiate) 
does not have it in stock, but notices Small, 
Maynard & Co’s imprint on the book. He 
goes to the latter’s catalog and finds nothing 
else listed by James Stephens. Returning to 
the customer he reports finding only the one 
item. He gets an order for one book, which 
is, after all, more than he deserves. 

But the customer feels sure that there are 
more books available by the author of “Mary 
Mary” and tries Mr. B’s bookstore in further 
search. “What books can you get me by 
James Stephens?” she asked. Mr. B consults 
the United States Catalog. The result is an 
order for nine books (which happen to be 
published by MacMillan) and better still his 
customer leaves the store in that triumphant 
state of mind called satisfaction. 


Here is another example. 


Mr. A is called to the telephone. “What is 
that?—Proctor’s ‘Atlas of the Stars’-—no I 
haven’t it in stock; may I order it for you? 
What is the price? No, I couldn’t tell you 
offhand, do you know who publishes it? No, 
very well then.” A sale lost! 

Mr. B’s telephone rings. “Proctor’s ‘Atlas 
of the Stars’—let me see”—He leaves the 
phone and hastily opens the United States 
Catalog. He finds it a Longmans book, price 
$6.00. Another dive this time in the Trade 
List Annual, which tells him that the price 


is still the same. He goes back not only with 
an answer to the question asked, but fully pre- 
pared for the probable question to follow— 
which is, by the way, the biggest element of 
real salesmanship. “No, I haven’t the book 
here, but I can order a copy for you—the 
price? Yes, $6.00—etc.” The sale is made, 
and once more a customer has found service. 


One more example. 

Mr. A is scowling at a letter in his morning 
mail. It reads: “Dear Sir: I have been read- 
ing, ‘Lad, a Dog’ by Terhune which you sold 
me and enjoy it so much that I am wondering 
what other good dog stories you know of to 
recommend. In fact, I should like to start a 
shelf in my library for just this class of 
fiction. Thanking you for any information 
you can give along this line, etc.” Mr. A 
thinks and thinks hard. There is, “Bruce”, 
of course, and “Beautiful Joe” and after a 
long pause, “Michael, Brother of Jerry.” He 
considers the “Son of the Wolf” and “Kazan” 
but does not include them because he is not 
sure whether these were about dogs or 
wolves. So he lets it go at that. 

Now suppose Mr. B had received that let- 
ter. He would have looked up the heading 
“Dogs” in the United States Catalog with 
its sub-heading “Fiction.” In much less time 
than it took Mr. A to cogitate he could have 
dictated a list of more than 25 books, and 
the very best of their kind. 

And so it would have been had the customer 
wanted a list of books on the Marquesas 
Islands, Histories of the A.E.F., the Victorian 
Era of English Literature, Yogi Philosophy, 
or almost any other topic under the sun. 

It is unnecessary to point out that Mr. B 
has all the advantage as a bookseller. Yet I 
believe one half, perhaps more of the book- 
sellers in this country try to do business with- 
out the United States Catalog and Cumulative 
Book Index. Is it any wonder that book- 
selling as a profession is at so deplorably a 
low ebb? 

If I were starting in the book business I 
would have the United States Catalog if I had 
to do without a cash register to pay for it. 
(Better to sacrifice the eggs, even gold ones, 
than the productive goose.) I would instruct 
every one of my associates to get the maximum 
usage out of it, and even drill them into the 
habit of using it. Furthermore I would keep 
it in an accessible place and encourage my 
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customers to consult it; for Catalog browsing 
to a booklover is almost as fascinating as 
browsing among books—and about as profit- 
able to the dealer too. 

Finally I would keep it up to date by sub- 
scribing to the Cumulative Book Index, and 


if any perverse imp should ever whisper in 
my ears, “too expensive”, I’d answer as Ad- 
miral Farragut did concerning the torpedoes 
in Mobile Bay! Not in a spirit of reckless- 
ness, but like Farragut again, from an abiding 
sense of the danger of standing still. 


ARE YOU BEHIND THE TIMES? 


Miss Mary E. CLark, BINGHAMTON, N. Y.? 


I quote this conversation with my friend, 
Mr. Brown, as typical of all towns in which 
the bookstores have not a United States Cata- 
log or Cumulative Book Index. 





Mr. Brown: “When I am in New York 
City, I am going to buy several books I have 
long wanted.” 

Myself (in surprise): “Why in New York, 
Mr. Brown? I am a great believer in patron- 
izing home industries.” 

Mr. Brown: “So am I—but I can’t buy 
books here.” 

We have two good-sized bookstores! 

I expressed my surprise further. “Why not 
here? Of course, no bookstore can afford to 
carry every book published, but they can ad- 
vise you what to get and order it for you.” 

Mr. Brown (evidently irritated): “Our 
bookstores can’t. I went to D. & B.’s today 
to buy a book on the dye industry. They had 
nothing I could use and most kindly offered 
to order for me any book I wanted. That is 
just it! I didn’t know what I wanted. I 
wished to see a definite list of books first. 
It’s too expensive to buy a pig in a poke. I 
want to know the author of the book, when 
the book was published, who published it, 
how much the book costs, about how large 
a book it will be and whether it has illustra- 
tions or not and if it has been revised.” 

“Well, yes,” I agreed, with visions in my 
mind of ordering a coat by mail, having first 
seen the picture of the coat in a catalog, along 
with a description of its price, color, material, 
style, etc. “That is reasonable enough. Surely 
the bookdealer could tell you that.” 

“No, he couldn’t. He asked me to be seated 
while he looked some books up. He got out sev- 
eral piles of old and new catalogs of various 
publishers and began hunting through these. 


I was in a hurry. I am a busy man. I said 
finally, ‘Never mind. I will wait until I go 
to New York City, where bookstores have all 
the tools of their trade.’” 

“It seems to me,” I said, “you were a bit 
unreasonable. The man was doing his best to 
serve you.” 

“Not his best,” asserted Mr. Brown. 

“He was going to a great deal of trouble to 
accommodate you.” 

“My accommodation means money in his 
pocket,” affirmed Mr. Brown. 

As this was true I had no reply to make, 
though I hated to see a wealthy man like Mr. 
Brown, a profuse buyer of books, take his 
trade from our town. 

“What is it you want?” I asked in despera- 
tion. 

“Just this,” said Mr. Brown. “When I go 
into a store and ask for a recent book on 
criminology, say, I want the book clerk to 
say ‘just a moment’ and then in jist a mo- 
ment tell me what books I can get, how much 
they cost, who wrote them, when they were 
published and how large the books are. And 
I want to know also what books I can get 
on that subject, of older publication date.” 

I gasped. “Mr. Brown,” I said, “it would 
take hours to look that up!” 

Mr. Brown smiled, as at a stupid child. 
“Come to this library with me, Jack.” I fol- 
lowed him into the building. 

“May I consult your U.S. Catalog?” he 
asked of the assistant at the desk. 

“Surely,” she replied. 

He beckoned me to a large book, the size 
of a standard dictionary, with various smaller 
volumes beside it. 

“Now, Jack,” he said, “get out your watch 
and time me. On what book or subject would 
you like information,” 


1Miss Mary E. Clark, winner of the Second Prize, is a member of the staff of the Endicott Free 
Library, Endicott, N. Y. Miss Clark’s special work is publicity and extension, and this article is the 


result of her experiences in ordering an 
as a former clerk in a city book store. 


selling books for Children’s Book Week in the library, and 
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“I would like to know what book I could 
obtain on the history of the Fifty-fifth artil- 
lery brigade.” It had taken our local book- 
store several weeks to obtain this information 
for me. 

Mr. Brown turned a few pages in one of 
the smaller books and then turned to me with 
this burst of apparently off-hand information: 
“Bacon, W. J. is the editor. It costs six dol- 
lars, bound in buckram. Can be obtained from 
the author, Goodbar building, Memphis, Ten- 
nessee.” 

“You win,” I said, “but what is the magic 
fount of information?” 

“Simply the U.S. Catalog and Cumulative 
Book Index. It gives the title and the author 
of every book in print, alphabetically as in a 
dictionary. It also lists the books by subject, 
so that without knowing the author or title, 
you can locate your book. It tells you how 
much the book costs and if there has been a 
change in the price. You know from it 
whether the book is large or small, whether 
it has illustrations, plates, maps, etc. It brings 
the whole world of books to your hand. It 
saves a bookdealer hours of time which creep 
into weeks of time; it sends a customer aw 
satisfied and anxious to come again. It sayes 
in six months the price of itself—and it builds 
trade. Efficiency means more trade. Do you 
wonder I buy my books in New York City, 
since no bookstore here carries this founda- 
tion-stone of service?” 

“No,” I said, “I don’t. Only, Mr. Brown, 
if D. & B. had this U.S. Catalog and kept 
up their selling knowledge to the minute by 
taking the Cumulative Book Index, would you 
patronize our local bookstores instead of New 
York City’s?” 

“Would I!” said Mr. Brown. “I'd buy more 
books than I ever had before and I'd bring 
my friends. Book Buying is a disease that 
creeps on one. Once the buying of books is 
made easy for the customer by the book deal- 
er, that same book dealer has a mortgage on 
that customer’s pocketbook. He can’t keep 
away.” 

Make it easy for your customers. “I’m tell- 
ing you.” 





The Staff of the Cleveland Public Library 
is publishing semi-monthly a news bulletin 
named “The Library Log.” Eight numbers 
have been issued so far, on mimeographed 
sheets, and both the quality and the quantity 


of the matter presented in these issues is 
highly creditable to the Staff. We are taking 
the liberty of quoting a few extracts: 

“This one comes to us by way of the Civil 
Service Commission : 

“A versatile and able-bodied doctor decided 
to install a hot water heating system in his 
house. He got the equipment from a dealer 
and some books from the Library and went 
to work. The dealer’s representative, survey- 
ing the finished job, called it as good a piece 
of work as he had ever seen.” 





“It was hard to refrain from doing it, but 
we managed somehow. The reader asked for 
the Tin-Can Motorist (Yes, it’s a real maga- 
zine) and we preyented ourselves from sug- 
gesting that he yfeant the Ford Owner. Where 
is that Carnggie hero medal?” 













On Liprary PAGEs 
Some Sunday Afternoon Reflections 


“After today’s experiences I begin to have 
a partial comprehension of the woes, sorrows, 
trials, tribulations, griefs and wearinesses 
which are at times the lot of the library page. 

“Debaters arrived early in the afternoon, 
and kept arriving at intervals, both stated and 
unstated, until 5 p. m. Nearly all of them 
had prepared in advance lists of references; 
some of them covering several sheets of paper 
of varying sizes and degrees of cleanliness. 
The page, a most noble and capable repre- 
sentative of his calling, was soon swamped 
beneath the billows of demand, and thence- 
forth I aided him in the strenuous pastime of 
lug and carry. It seemed as though we car- 
ried to the front the greater part of the bound 
reference periodicals; and if Garcia had been 
among those present, we undoubtedly would 
have been called upon to carry a message to 
him. We would have done it, too! 


“IT wonder if the assistant who blithely 
pushes a button to summon a page, and then 
nervously taps the floor with impatient foot 
while awaiting his arrival, ever stops to con- 
sider the many things which may cause his 
delay in responding. I think not. 


“Then let us view with charity 
His seeming imperfections; 

And speak with gentle clarity 
While giving him directions.” 
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THE H. W. WILSON COMPANY 
ANNUAL FINANCIAL STATEMENT 


Some years ago we announced our willingness to be classified as a public 
service corporation. Below is a condensed statement of assets and liabilities at 
the end of the last fiscal year and, for comparative purposes, similar statements 
for the years 1916, 1918 and 1920. 

Purchasers of stock of the company have always paid the par value of $100, 
and stockholders have received every year the stipulated dividend of seven per 
cent on preferred and either seven or eight on common stock. 

The volume of business and the number of subscribers usually increases 
about ten per cent per annum. This growth may be temporarily arrested by the 
hard times, but will doubtless catch up again with the soon expected revival of 
industry. 

The department for the supply of sets, volumes and back numbers of peri- 
odicals showed the largest percentage of growth. This department serves to all 
practical purposes as a clearing house, taking from libraries what is not wanted 
and supplying in return what is needed. 

While hard times and limited library incomes hinders growth just now, we 
can get some comfort from the fact that the lessened demand for paper and ma- 
terials for binding has already brought a substantial reduction in price. On the 
whole we believe the present year may be less difficult for us than the last, and 
we hope that with both war prices and the hard times behind us the future years 
may hold a full measure of prosperity for us and that we may be able to widen 
our fields of usefulness. 


ANNUAL STATEMENTS, 1916-1921 





ASSETS 

Mar. 31,’16 Mar. 31,’18 Mar.31,’20 Mar. 31, ’21 
Current Assets .......... $184,478.93 $191,323.08 $185,087.32 $192,569.75 

Real Estate: . 
Building Occupied.... .......... 15,000.41 18,910.97 17,493.01 
ESR ee) ey ra 7,002.32 35,945.96 
Machinery and Equipment. 16,709.19 21,851.79 11,942.85 14,339.75 
Furniture and Fixtures.... 11,288.55 15,834.52 15,593.55 14,102.91 
Deferred Charges ........ 6,624.86 22,488.38 16,466.05 9,702.04 
Total Assets ......... $219,101.53 $266,498.18 $255,003.06 $284,153.42 

LIABILITIES 

Current Liabilities........ $61,137.69 $49,789.99 $20,427.09 $40,520.23 
ee, ae 43,294.57 55,927.51 70,146.29 75,887.24 
Costtal Stock i005 isons 103,600.00 148,400.00 158,500.00 162,500.00 
We 4, ceduwads decks 11,069.27 12,380.68 5,929.68 5,245.95 








Total Liabilities, Capital 
Stock and Surplus.. $219,101.53 $266,498.18 $255,003.06 $284,153.42 
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LIBRARY REPORTS 


There is much doubt in the minds of many as to the functions of printed annual re- 
ports of libraries. By some they are considered only as a necessary formality, but Miss 
Marilla Waite Freeman, Librarian of Goodwyn Institute, Memphis, Tennessee, considers 
the annual report as an opportunity to advertise to the people of the community the prac- 
tical service value of the library. Miss Freeman has omitted entirely the dry statistics that 
increase the printer’s bill and must decrease dramatic interest. She does mention that the 
library has 17,613 volumes and 15,040 pamphlets and one is thereby reminded of Dr Slos- 
son’s famous remark that the literary activity of an individual is indicated by the propor- 
tion of unbound material in his library. Undoubtedly this large collection of pamphlets 
is an indication of “activity” and we wonder if P. A.I.S. has not played a helpful part 
both in their selection and use. 

This report is so unusual in its omission of dry statistics and in the inclusion of human 
interest stories that will surely help to make the people of Memphis understand what the 
library can do for them that we are reprinting the entire report with the exception of the 
last short paragraph in which acknowledgment is made of gifts to the library. 


GoopwYN INSTITUTE LIBRARY 





The feature of Goodwyn Institute’s activity 
which is in operation every week day of the 
year is its splendid free public reference li- 
brary. The beautiful library rooms occupy 
the seventh floor of the building and are open 
to the public daily from 9 a.m. to 9:30 p.m. 
While intended primarily to be a purely ref- 
erence or study library, Goodwyn Institute is 
liberal in its interpretation of this purpose, 
and allows books, magazines and pamphlets 
to be taken out freely for home use whenever 
the needs of its readers require. 

On September 1, 1920, Goodwyn Institute 
Library had on its shelves 17,613 volumes 
and 15,040 pamphlets. The pamphlet collec- 
tion is of unique importance, since it is care- 
fully classified and indexed under subjects, 
and furnishes down-to-the-minute information 
on many topics on which book information 
is not available, is out of date, or is published 
after the event. For the presidential campaign 
of 1920, for example, the most timely refer- 
ence material is in form of pamphlets and 
handbooks issued by the political parties, in 
newspaper clippings, in magazine articles, all 
of which data Goodwyn Institute Library has 
collected and arranged for the use of voters 
and campaign speakers. 


Use oF MAGAZINES 


An important resource of the Library is its 
interesting periodical collection, which in- 
cludes the current issues of 305 magazines 
and newspapers, attractively arranged for 
readers on wall cases in the main reading 


room. Most of these magazines are later 
bound for permanent reference. The library 
has 5,500 volumes of bound magazines, in- 
cluding complete sets of many of the best 
popular monthlies and valuable technical and 
trade journals. All this material is made in- 
stantly available by such special indexes as 
the Readers’ Guide to Periodical Literature 
(supplementing Poole’s Index), the Industrial 
Arts Index, the Business Digest, the Agricul- 
tural Index, the Engineering Index, the Dra- 
matic Index, and the useful bi-monthly bulle- 
tins of the Public Affairs Information Service. 
Most of these indexes appear monthly, and 
by their aid the reader can quickly find “that 
fine article on the Einstein theory, which 
came out in one of the July magazines,” 
“everything which has appeared in engineering 
journals for the last ten years on municipal 
terminals,” or material on any subject in 
which he is interested. 


INFORMATION CLEARING HOUSE 


While Goodwyn Institute Library performs 
all the usual functions of a reference and 
study library, it aspires especially to serve as 
a general bureau or clearing house of in- 
formation and of friendly service for the 
Memphis territory. Not to duplicate the work 
of other libraries and organizations, but to 
cooperate with them is its aim. One of its 
mottoes is: “Let no inquirer go without giv- 
ing him the information or service he de- 
sires, or telling him where he may secure it.” 
Pursuant to this aim, the Library makes con- 
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stant use of the telephone, both in seeking 
and giving information. The Information 
Desk of Goodwyn Institute Library may be 
reached at any moment by calling Main 3964. 


TRUE LrprAry STORIES 


The character of service rendered by Good- 
wyn Institute Library may best be under- 
stood through a few typical incidents of the 
day’s work: 

(a) A large cotton oil concern desires cer- 
tain special data on the chemical composition 
of cotton seed, for the purpose of formulating 
more efficient methods in the manufacture of 
its commercial products. The library fur- 
nishes the company with government bulletins 
on cotton seed histology; secures from a 
University of Chicago botanist the titles of 
two German books on microchemistry con- 
taining the desired data; learns from a New 
York dealer that the books cannot be im- 
ported from Germany without several months 
delay; and finally borrows the books from a 
special technical library in Chicago for the 
use of the cotton oil expert 
chemist. 

(b) A small Mississippi town raises a fund 
of $1,000 for the purchase of a school library, 
and asks Goodwyn Institute Library for ex- 
pert help in the selection of its books. The 
librarian selects a half-dozen of the best sug- 
gestive lists for school and town libraries, 
checks $1200 worth of titles in them, and 
mails the lists to the Mississippi committee 
for its final choice. 

(c) The “land-poor” owner of a tract of 
land in Carroll County, thought to have little 
worth, learns through the visit of some 
strangers that he has a clay bed of unusual 
value for the manufacture of fine China. He 
receives an inadequate offer for it. At 
Goodwyn Institute Library he is given a copy 
of “The Resources of Tennessee” for April, 
1919, (published by the State Geological 
Survey) containing under “Ball Clays of 
West Tennessee” an exact analysis of his clay, 
made at the ceramic laboratories of the Uni- 
versity of Illinois. He communicates with 
the State Geologist and the expert Illinois 
ceramist, secures a just estimate of the market 
value of his land, and sells it at eight times 
the price first offered him. 


company’s 


(d) On the eve of a threatened strike, in 
one of the largest public utility companies of 
Memphis, representatives of both employees 
and corporation call upon Goodwyn Institute 
Library for information which may avert the 
catastrophe. Data on wages, prices, costs of 


living, and hours of labor in Memphis and 


other cities for the last 12 months are fur- 
nished both sides separately, chiefly from the 
Monthly Review of the U. S. Bureau of La- 
bor Statistics. Through the Industrial Arts 
Index and other sources, facts are secured 
as to the terms of settlement of recent similar 
strikes in other cities. As a result concessions 
are made on both sides, and the strike is 
averted. 

(e) A middle Western farmer, desiring to 
settle in the South, calls at Goodwyn Institute 
Library to inquire into Memphis’ educational 
advantages for his family, and into farm soils, 
and opportunities for purchase adjacent to 
Memphis. Information is given him about 
the public and private schools of the city, 
also a copy of the Shelby County Survey of 
the U. S. Bureau of soils, and other printed 
data relating to Memphis and Shelby County, 
including the publications of the Chamber of 
Commerce. An introduction from the libra- 
rian to the director of the Memphis Farm 
Development Bureau leads to his meeting with 
some of the loyal and thoroughly informed 
Memphians who sponsor that organization, 
and finally to the purchase of the desired 
farm, and the settlement of the farmer and 
his family as desirable citizens of the Mem- 
phis territory. 

(f) On Christmas Eve, the father of a 
motherless little girl of three, from a small 
Tennessee town, explains that he wishes his 
child to read only the best books, and wants 
help in making up a list of books to buy her 
from year to year till she is grown. The 
librarian checks up with him two or three of 
the most desirable selective lists for children 
and young people, directs him to one of the 
local book-stores, which carries good editions 
of children’s books, and receives word from 
him later that the little three-year-old’s li- 
brary was happily launched on Christmas Day 
with the Jessie Wilcox Smith edition of 
Mother Goose, a copy of Scudder’s “Children’s 
Book” and Baldwin’s “Fifty Famous Stories 
Retold.” 
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SOME NEW BOOKS FOR LIBRARIANS 


“How to Organize a Library” by Zana K. 
Miller, Librarian of Library Bureau, has been 
issued by the Library Bureau to answer the 
frequent requests received for a brief pam- 
phlet describing the most essential library 
records and simple methods of carrying on a 
small library. Only the most essential pro- 
cesses and records have been described, class- 
ification, accession record, preparation of 
books, registration records, charging system, 
shelf list, card catalog, periodicals and infor- 
mation file. The pamphlet is illustrated and 
a selected classified bibliography is appended. 
Copies may be had from the Library Bureau, 
6 No. Michigan Ave., Chicago. 


Recent publications of the A. L.A. Publish- 
ing Board are: 


“Mending and Repair of Books” by Margaret 
W. Brown, 4th edition revised by Gertrude 
Stiles, supervisor of binding, Cleveland Public 
Library. Price 25c. This is a new and re- 
vised edition of a pamphlet designed to give 
practical aid and guidance to librarians who 
are entirely inexperienced in the work of 
mending and repair of books and whose 
knowledge must be gained thru self-instruc- 
tion. 


“Library Efficiency Test” by Julia A. Rob- 
inson. 25c each. This is a carefully arranged 
outline of questions concerning the library’s 
resources and use, designed to show by the 
answers whether the library is paying sufficient 
dividends in service to the community for 
the investment being made in it. 


“Standard Library Organization and Equip- 
ment for Secondary Schools of Different 
Sizes” by C. C. Certain. 40c. This is the 
second edition of the report of the Com- 
mittee on Library organization and equipment 
of the National education association and of 
the North Central Association of colleges and 
secondary schools. 

“Library Legislation” by William F. Yust. 


(Manual of Library Economy. Chapter 9. Pre- 
print). Second edition revised. 15c. 


“Training for Librarianship” by Mary W. 
Plummer. (Manual of Library Economy. 


Chapter 13, Preprint.) Second edition revised 
by Frank K. Walter. 15¢c. 


“The College and University Library,” by J. 
I. Wyer, jr. (Manual of Library Economy. 
Chapter 4. Preprint). Second edition revised, 
I5¢. 

“The New Voter” an 8-page list of manuals 
for voters and books on the responsibilities 
of citizenship for men and women, text books 
on municipal, state and national government, 
and political parties. Price 100 copies, $1.50; 
1000 copies $12. 


“Book. Wagons, the County Library with 
Rural Book Delivery,” is a description of vari- 
ous traveling library systems in use. I2 pages, 
price 15c; 10 copies, $1; 30 copies, $2.50; 100 
copies, $7.00. 


“Plays for Children” by Miss Alice Hazel- 
tine of the St. Louis Public Library will be 
issued in a new edition in May or June. It 
will be bound in cloth, price probably, $1.50. 


Mr. Max J. Herzberg, Head of the English 
Department, Central High School, Newark, 
N.J., has published a second edition of “The 
World of Books”, a list of books for supple- 
mentary reading for students of high school 
age. Books have been included that will at- 
tract students and not repel them and special 
attention has been paid to the new books. 
The list is being used in a number of schools 
as a basis for selecting books for supple- 
mentary reading. 


The Library Bureau has issued a new and 
much revised edition of John Cotton Dana’s 
“Library Primer.” Nearly all the matter ap- 
pearing in the earlier editions has been drop- 
ped or re-written and much new matter has 
been added, resulting in what is practically 
a new volume. There are 263 pages, with 65 
cuts showing floor plans, equipment and vari- 
The price is $3. 


“Training for Librarianship” by J. H. 
Friedel will be helpful not only to prospective 
students but to experienced librarians. Eight 
of the thirteen chapters are devoted to special 
libraries. The book is published by Lippin- 


cott, price $1.50. 


ous new plans and forms. 


Another book on library advertising is “Ad- 
vertising the Public Library” by Winifred F. 
Ticer, published by the Democrat Printing 
Company, Madison, Wis. Miss Ticer is Li- 
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brarian of the City Free Library, Hunting- 
ton, Ind., and the methods she describes were 
actually used in her library. The book is de- 
voted largely to newspaper advertising, both 
the feature story and paid advertising for 
Miss Ticer believes paid advertising brings 
the best results for libraries, but some at- 
tention is given also to the use of posters, 
booths, etc. The pamphlet is well illustrated. 


“Technical and Scientific Serials in the Li- 
braries of Providence” has just been pub- 
lished. The list contains some 2500 titles and 
has been compiled by the various libraries 
in Providence and edited by Francis K. W. 
Drury, A. M., B. L. S., Assistant Librarian, 
Brown University. Copies may be obtained 
from the Providence (R.I.) Public Library, 
price 60 cents. 


The “Bulletin of the Alabama Polytechnic 
Institute,” Auburn, for January, 1921, contains 
“Notes on Contemporary British and Amer- 
ican Writers” by James R. Rutland, Professor 
of English. Professor Rutland also served 
at one time as librarian for the Institute, the 
position now filled by Miss Mary E. Martin. 


“Books and the Ideal State” is the title of a 
pamphlet issued recently by the Alumni As- 
sociation of the University of Washington 
Library School. This is the second of a 
series to be published by the Association, de- 
voted to various phases of library work and 
based on the experiences of its members. The 
first was “A Call to Librarianship” issued 


last year. The price of the new pamphlet is 
20 cents. 
The Association of American Library 


Schools has issued “Books and a Vocation,” 
a circular designed to interest students in the 
choice of librarianship as a vocation. 


The Cincinnati Public Library has issued 
a four-page leaflet “What a Teacher Should 
know about the Public Library.” This is de- 
signed to interest teachers in the library by 
describing its resources briefly and showing 
how they may be used. 


The Cleveland Public Library has issued a 
list of “Plays for High Schools” and “Modern 
Poetry for High Schools.” The two lists 
are included in one four-page leaflet. 


Grafton and Company have issued “A School 
and Club Librarians’ Handbook: with notes 
on rural libraries” (Coptic Series), by Mar- 
jorie B. Peacock. It is intended to help the 
inexperienced librarian to a knowledge of the 
most useful systems of managing the library. 
The book is on sale by The H. W. Wilson 
Company, 90 cents postpaid. 


The H. W. Wilson Company has published 
recently or secured the sale of a number of 
books of professional interest to librarians. 
These will be found described under the head- 
ing “New and Forthcoming Publications of 
The H. W. Wilson Company” in this number 
and also listed in the Catalog under the head- 
ing “Librarians’ Professional Literature.” 


LIBRARY INCOMES AND SUPPORT FOR 
BIBLIOGRAPHICAL WORK 


The chart of library incomes given on 
another page shows how few libraries there 
are in the country after all having incomes 
of any considerable size. In fact the great 
majority of libraries have incomes of less 
than $10,000 a year. It also goes to show 
the value of the “service basis” in securing 
support from the small libraries of the 
country for bibliographical undertakings. 
The chief costs of bibliographic work are 
editorial salaries and typesetting, which are 
the same whether the work is done for one 
library or a thousand. The cost of multiply- 
ing copies is a comparatively trifling matter. 
If the smallest libraries, those having only 
a thousand dollars a year for all expenses 


and perhaps as little as two and three hun- 
dred dollars for books and periodicals can 
pay, for example, six dollars a year for a 
service the multiplying cost of which is 
two dollars, evidently four dollars can go 
toward the fixed preliminary cost and by 
so much lighten the load that large libraries 
would otherwise carry alone. But when we 
consider that there are 523 libraries (see 
chart on p. 576) with an income of between 
one and two thousand we can see that if 
they contribute four dollars each to a fund 
for editorial work and typesetting their total 
contribution would be equal to the total 
contributed by all the libraries having in- 
comes of more than forty thousand even 
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tho they pay so much as fifty dollars each. 
On this basis the small library contributes 
a much larger percentage of its income 
than the large. We shall at a later time 


compile some figures showing what per- 
centage of the small library income is paid 
for indexing service as compared with that 
of large libraries. 


NOTES AND NEWS 


The H. W. Wilson Company will exhibit 
all of its publications and services in connec- 
tion with the annual A. L. A. Conference at 
the New Ocean House, Swampscott, Mass., 
June 20-24, and also in connection with the 
N. E. A. annual meeting at Des Moines, 
Iowa, July 4-8. The exhibit at Swampscott 
will be placed with the other commercial ex- 
hibits at the New Ocean House, with Mr. H. 
W. Wilson, President, and Mr. W. C. Rowell, 
Vice-President of the Company in attendance. 
The exhibit at Des Moines has been assigned 
to Booth 2 in the Auditorium and will be in 
charge of Miss Edith M. Phelps, Secretary 
of the Wilson Company. Readers of the Bul- 
letin are urged to visit these exhibits and make 
themselves known to those in charge. 


With this number of the Digest the editor- 
ship passes from Miss Mary Katharine Reely 
to Miss Marion A. Knight. Miss Reeley has 
been connected with the Digest since 1912, as 
writer of descriptive notes and, since Novem- 
ber 1917, as editor. We are unwilling to 
look upon her separation from The H. W. Wil- 
son Company as other than a leave of ab- 
sence, and hope for her return to the work 
which she has so ably carried on. Miss Knight 
has been connected with the editorial staff 
of The H. W. Wilson Company, except for 
an interval of a year and a half, since 1914, 
for four years as editor of the Readers’ 
Guide. She also brings to her new work her 
twelve years’ experience as classifier and an- 
notator in the Carnegie Library of Pittsburgh 
during which time she wrote the descriptive 
book notes for the Library Bulletin and Cata- 
logue. Miss Pauline H. Rich continues her 
work a3 associate editor of the Digest. 


The H. W. Wilson Company has been for- 
tunate in securing the services of Miss Lucie 
Wallace as Associate Editor for the Readers’ 
Guide to Periodical Literature and the Inter- 
national Index to Periodicals (formerly the 
Readers’ Guide Supplement). Miss Wallace 
received her library training at Columbia Uni- 
versity, and for some time was identified with 


the Cataloging Department. She served as 
Assistant Librarian for the Metropolitan Mu- 
seum of Art for a number of years, until 
March 1920, when she became Librarian of 
the Inter-church World Movement until the 
Movement was disbanded. 


The H. W. Wilson Company was at home 
on April 15th to the students of the New 
York Public Library School. The party was 
conducted thru the plant and shown the vari- 
ous editorial and printing processes, then as- 
sembled in the library for a brief talk by Mr. 
Wilson, President of the firm, and for the 
serving of tea. About 25 students were in the 
group, in charge of Miss Edith W. Tiemann, 
Registrar of the School. A similar occasion 
was the visit of 22 Pratt Library School stu- 
dents on June 3d, in charge of Miss Harriett 
B. Gooch, Instructor. 


The Library Workers Association is consid- 
ering a new schedule of dues and the follow- 
ing has been submitted to the members of the 
Association for a vote: 

1. Yearly dues, $2 for those with salaries 
under $1,200; $5 for salaries between $1,200 
and $1,800, and $10 for salaries over $1,800. 

2. Yearly dues, $1 for those with salaries 
under $1,200; $3 for those between $1,200 and 
$1,800, and $5 for salaries over $1,800. 

3. Yearly dues, flat rate of $3. 


The Sierra Education News, the official 
journal of the California Council of Educa- 
tion and California Teachers’ Association is 
bringing out a special National County Li- 
brary number in June. Milton J. Ferguson, 
State Librarian of California, and Secretary 
Milam of the A. L. A. are assembling the 
material. 


The book wagon is no new thing in Ber- 
lin. The accompanying picture was snapped 
by Mr. H. W. Wilson during his stay in Ber- 
lin last summer. This wagon was observed 
several days in succession on the same street 
corner, from which one would judge that Ber- 
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lin book wagons are more like East Side push- 
carts than the Caravan Bookshop of recent 
fame. 








SUMMER ScHoot For TEACHER LIBRARIANS, 
1921 


A summer course for school librarians will 
be given at the New York State Library 
School during the six weeks beginning July 
6, 1921. The school will be under the super- 
vision of Miss Sabra W. Vought, Inspector of 
school libraries, assisted by members of the 
faculty of the New York State Library School 
and others experienced in school library 
work. Tuition will be free to all teachers and 
school librarians of the State. Tuition for 
non-residents will be $20, the same to be 
paid to the New York State Library School. 

The course of instruction will include sim- 
plified methods in the technical work specially 
adapted to the needs of school libraries. Em- 
phasis will be placed on book selection and 
reference work, the latter to include both the 
study of reference books and methods of in- 
structing children in their use as library tools. 
Advanced courses will be given, one in ref- 
erence work and one in cataloging to provide 
for librarians who may come from larger 
schools, or have taken the course at a pre- 
vious session of the summer institute. 

Besides special lectures to be given by 
members of the State Education Department 
and the staff of the State Library, Dr. Sher- 
man Williams will lecture throughout the 
course on topics of general interest to school 
librarians; Adeline B. Zachert, Supervisor of 
school libraries of Pennsylvania, will give ten 
lectures on subjects connected with school li- 
brary work and book selection for young 


people; and Ellen F. Chamberlayne, librarian 
of the Binghamton high school, will speak on 
the work of the high school library and its 
correlation with the other departments of the 
school. 

Application for registration should be made 
at an early date to Sabra W. Vought, School 
Libraries Division, State Education Depart- 
ment, Albany, N.Y. 


New Post-OFFice RULING 


The Post Office Department under Mr. 
Burleson ruled that the price should be omit- 
ted from all book reviews on penalty of mak- 
ing the entire page subject to classification 
as advertising and thus incurring the higher 
postage rate charged for advertising. Ap- 
parently the theory was that stating the price 
was evidence that the review was printed for 
the purpose of promoting sales for a book 
and that omitting the price would remove all 
suspicion. Under this ruling state library com- 
missions were forbidden to state the prices 
of books in their publications if entered at 
second class rate of postage. The Cumulative 
Book Index and the Book Review Digest 
had to be defended against this ruling on the 
ground that the price was an important part 
of the news value of the publications and 
their value would be in large measure lost 
if this rule should be enforced against them. 

Postmaster General Hays has issued Order 
No. 5857 in which he says that the question 
of when editorial and other reading matter 
is advertising 

“will be decided by whether or not the 

publisher has been, or is to be directly 

or indirectly compensated, either by money 
or other valuable consideration for its 
insertion. In all cases where the publisher 
has not been, and is not to be compensated, 
such matter will take the rate of postage 
for other than advertising. In all cases 
where the publisher has been, or is to be 
compensated in any form whatever, the 
advertising rate of postage will be charged. 
Articles, items and notices in the form of 
reading matter inserted in accordance with 
the custom or understanding, explicit or 
tacit, that a reader is to be given the ad- 
vertiser or his products in the publication 
in which the display advertisement appears, 
are advertising within the meaning of the 


law. 
This ruling should relieve all independent 








THE WILSON BULLETIN 


581 








and legitimate reviews from danger of being 
classed as advertising even when the price 
is mentioned. 


State ScHoot Lrprary LAws ERRATA 


Miss Alice B. Long, author of the compil- 
ation of State School Library Laws, which 
appeared in the September number of the 
Wilson Bulletin, wishes to announce the fol- 
lowing corrections: 

New Jersey. The New Jersey school li- 
brary law does allow the merging of the 
school and the public library. The Rules and 
Regulations adopted by the Public Library 
Commission urge that this be done wherever 
possible. New Jersey has a trained person 
who approves school library purchases, aids 
in book selection and purchase, and advises 
and aids in organization of school libraries, 
and instructs teachers in the use of books 
where there is no public library to undertake 
this work. New Jersey has thirty-two high 
school librarians with a measure of training. 
A list of approved books for schools was 
issued by the New Jersey Public Library Com- 
mission in 1916, the supplement to the Chil- 
dren’s Catalog issued by H. W. Wilson in 
1918 was sent out to supplement this in 1918 
and in 1921 the “Bookshelf for Boys and 
Girls” was adopted as the official list and a 
copy sent to each school building with the 
statement that more would be furnished upon 
application. 

PENNSYLVANIA. The statement was made 
on the authority of the school code that public 
libraries receive their funds only through 
school authorities. Word has since been re- 
ceived that there is now in Pennsylvania, a 
code of library laws which authorizes the 
establishment and control of public libraries 
by civil divisions. 

Wisconsin. Under the heading of “Instruc- 
tion in the Use of Books,” the booklet “Les- 
sons on the Use of the Library “was credited to 
the State Supervisor of High Schools. This 
list and another on “Library Lessons for High 
Schools” were prepared jointly by the State 
Supervisor of School Libraries and the As- 
sistant Supervisor. Wisconsin should have 
also been mentioned with those states that 
have a State Supervisor of Libraries who is a 
trained librarian. 





THe New UNITED STATES CATALOG 


This is the busy summer for the staff of the 
Cumulative Book Index. A number of the 
staff have agreed to postpone the usual vaca- 
tion and to work straight thru the summer 
while others are taking their vacations in 
order that librarians and booksellers who need 
the three and a half year cumulation during 
the busy fall season may have it at the 
earliest possible moment. 

Merely to bring the record of three and 
one half years, which is now in five alphabets, 
into one, and to reprint the material may not 
seem like a stupendous task, even tho the 
volume will run to perhaps 2,200 pages. The 
work is far more difficult than would appear 
from a superficial examination. To a great 
extent the entire matter must be reedited, and 
reverified because this is a final edition. When 
the entries under subject are brought to- 
gether it is often found that subdivision is 
necessary in order to make the matter readily 
available. This is difficult because not all of 
the books are on hand for use in our editorial 
office. The “see also” references must be 
gone over with great care. To make this 
forthcoming volume worthy to stand along 
side of its predecessors requires a vast amount 
of the most exacting work. 

Responsibility for the many difficult points 
in cataloging rests with the Editor, Miss El- 
eanor Hawkins, who joined the staff about a 
year ago. Miss Hawkins is a graduate of 
the University of Chicago and the Pratt In- 
stitute School of Library Science. She has 
had some twenty years of valuable experience 
in four libraries and has specialized in the 
reorganization of library catalogs. 

Miss Estella Painter, a veteran of many 
battles with large cumulated volumes, Man- 
aging Editor, plans the work, and makes cal- 
culations showing how much each member of 
the staff must accomplish each day in order 
that the entire editorial work may be com- 
pleted before next Christmas. 


More Erricient Use oF THE CATALOGS 


Some libraries and bookstores use their one 
set of the United States Catalogs until it is 
worn out and has to be replaced with a new 
set. It would pay better for any institution 
or bookstore that is liable to wear out more 
than one set, to purchase two sets at the be- 
ginning, and with the same expense have the 
advantage of continual use of the two sets 
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during the whole period. In a bookstore, one 
set can be used in the office and the other can 
be kept in the front of the store for customers 
and clerks. By showing the Catalog to cus- 
tomers, many sales can be picked up that 
would otherwise be lost. In a library, copies 
can be used in both the cataloging and refer- 
ence departments to advantage and the pub- 
lic should also have access to it. 

Any library or bookstore having a worn set 
of Catalogs should consider the advisability 
of buying another set to secure this advan- 
tage. Libraries having branches unprovided 
with sets should transfer sets to them before 
they become entirely useless. Larger institu- 
tions having sets in use in different places will 
find that in some departments the wear is so 
much less that it might be worth while to 
change about occasionally, putting the worn 
set in a department where it will receive less 
use. In this way, the period of time during 
which both sets can be used can be prolonged. 


BooKBINDING Economy 


The following is quoted from a paper on 
“Bookbinding Economy,” presented by Mr. W. 
C. Hollands, Superintendent of Printing and 
Binding of the University of Michigan, at the 
Library Conference of the Schoolmasters’ 
Club, Ann Arbor, Michigan, April 1, 1921. 

“Many of the problems of repairing could, 
and should be solved by utilization of the 
facilities of the Manual Training Depart- 
ments. 

“In my judgment no single change in the 
treatment of library books has proved to be 
as economical as the practice of reinforcing. 

“This practice has resulted in bringing 
about no little improvement in the character 
of publisher’s binding, by calling to their at- 
tention the flimsy manner in which they were 
allowing their books to be issued. Nearly all 
recent publications, you will note, are very 
much improved in the fit of the covers and in 
the attention given to the thorough pasting of 
the joints in casing. 

“The term reinforcing does not truly indi- 
cate the same work in all binderies. In some 
it means simply the addition of a strip of 
cloth to the end papers. In the University 
Bindery books in which the sewing is not 
broken and whose covers will wear apparently 
for a period that will make the operation of 
value economically, are given this treatment. 

“The book is removed by turning the front 


and back covers back and grasping both firmly 
in one hand and taking hold of the book with 
the other and pulling them apart. Usually the 
back lining will separate from the book. The 
book is adjusted as nearly as possible to its 
original form between two boards and the 
back of the sections washed with thin paste 
and rubbed smooth with a folder to thorough- 
ly remove all of the old glue. In rubbing off 
the glue that is softened by the paste more 
or less of the mixture is rubbed into any 
breaks in the paper and between the sections 
and mats the whole back of the book to- 
gether. When dry, waste leaves, along the 
edge of which a narrow strip of muslin has 
been pasted, are whipstitched to each side of 
the book along the back, the stitches about 
¥% to % inches long and the needle penetrat- 
ing three or four sections. The holes may be 
pierced with a fine awl. The end papers are 
pasted to this sheet, care being exercised to 
make the joints straight and full. The back 
of the book is coated with thin hot glue, and 
a piece of canton flannel drawn over the back, 
felt side to the book, and extending the length 
of the book and about % inch over each side. 
When this back lining is dry, the ends to- 
gether with the end sheets are trimmed even 
with the book, the end papers pasted, and the 
book inserted in the cover and allowed to dry 
under pressure. 

“Many books of fiction are on the shelves 
of this library that have been given this treat- 
ment by students in the Library Methods 
Course of the Summer Session, and have been 
in circulation as long as ten years. 

When carefully treated in this way, expe- 
rience has shown that in most cases the book 
will outwear the original binding and nothing 


. has been done to the book that will interfere 


with its subsequent rebinding if it is found 
necessary. All of the operations can be exe- 
cuted in the library or Manual Training De- 
partment with an awl, needle, scissors, and 
paste brush. 


What is to become of the card catalog and 
the dictionary indexes in the future if the 
schools continue to ignore the teaching of the 
alphabet? It is comforting to realize that this 
is not a new problem. The following selec- 
tion, from the quaint preface of an early 
attempt at a dictionary of the English lan- 
guage, shows that instruction in the arrange- 
ment of reference material was considered 
necessary as far back as 1604: 
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“A Table Alphabeticall, conteyning and 
teaching the true writing, and understand- 
ing of hard usuall English wordes, bor- 
rowed from the Hebrew, Greeke, Latine, 
or French, &c., with the interpretation 
thereof by plaine English wordes, gath- 
ered for the benefit & helpe of ladies, 
gentlewomen, or any other unskilful per- 
sons, whereby they may the more easilie 
and better understand many hard Eng- 
lish wordes, which they shall heare or 
read in scriptures, sermons, or elsewhere, 
and also be able to use the same aptly 
themselves. * * * If thou be desirous 
(gentle reader) rightly and readily to un- 
derstand, and profit by this table, and 
such like, then thou must learn the al- 
phabet, to wit, the order of the letters 
as they stand, perfectly without book, and 
where every letter standeth: as (b) neere 
the beginning, (n) about the middest, and 
(t) toward the end.” 


Would that such definite instruction had kept 
pace with the enormous increase of reference 
books! But even though the modern “un- 
skilful persons” may know that “n” is about 
the “middest,” and “t” toward the end of the 
English alphabet, few of even our high school 
and college students realize the complications 
of the subentries under words and topics. 


The English course in the Detroit Central 
High School has incorporated into its require- 
ments a series of graded lessons in the use 
of reference material. Recently text-books in 
the form of inexpensive graded pamphlets, 
have been adopted. Each course in English 
has its respective pamphlet, which can be com- 
pleted in about three lessons; thus very little 
time is taken from each semester. The pam- 


phlets are wholly self-explanatory, and can be 
given by teacher or librarian in regular class 
room recitations, even if access to a library is 
not convenient. The features of sample pages 
and questions make it possible to secure defi- 
nite results without overburdening teacher or 
student. 
FioreNceE M. Hopkins, Librarian. 


Central High School, Detroit, Mich. 


Picrures WANTED AT A. L. A. HEADQUARTERS 


Every few days the A.L.A. Headquarters 
staff has an opportunity to use good library 
pictures for exhibits and for reproduction in 
magazines. It is rarely possible to meet the 
need if we must collect the pictures after the 
request comes in. We ought, therefore, to 
have a file of pictures on hand at all times. 

To make the picture interesting, there should 
be people in it; and if possible the people 
should look “alive” and natural, not posed. 

A good size is 8x6 inches, but good clear- 
cut pictures of any size, even kodak pictures, 
are acceptable. They should not be mounted. 

Just now there is special need for more 
pictures on county libraries, and for pictures 
on the different kinds of library work which 
will illustrate librarianship as a vocation. Pic- 
tures illustrating children’s work, work with 
foreign born, work in industrial plants, libra- 
ries in country schools, etc., are always inter- 
esting and will be sure to serve a purpose 
sometime. 

Will you help the Headquarters staff to 
meet the demands for pictures by sending 
some from your library? The cost will not 
be burdensome for your library and it will 
be good publicity for your city. 

Cart H. Mira. 


RECRUITING FOR LIBRARIANSHIP 


A constantly growing interest in librarianship as an attractive profession is being 


shown by college men and women. 
librarians. 


The following reading list will be of service to college 
By having the books and pamphlets assembled and easily accessible to students 


the busy librarian may further the work of the local vocational director, cooperate with 
the A. L. A. Committee on Recruiting for Library Service, and direct the individual stu- 
dent to a vocation of almost unlimited possibilites. 


Association of American Library Schools 
Books and a Vocation. 1920. (Can be sup- 
plied free from A.L.A. Headquarters). 


Bostwick, A. E. 
The American Public Library. 1917. New 
York, Appleton. 


Carlton, W. N. C. 

Superstructures. (In New York Public Li- 
brary Bulletin. 22 :6:344-353.) New York. 
1918. (Was also printed separately.) 

Carnegie Library School 

Are you seeking a vocation? 

burgh, Carnegie Library. 


1920. Pitts- 
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Dana, J. C. 
Library Primer. Ed 3. 
brary Bureau. 
Donnelly, J. R. 
The Librarian. 


1921. Boston, Li- 


(In Filene, Catherine, ed. 


Careers for Women, p. 203-297.) 1920. 
Boston, Houghton. 
Friedel, J. H. 
Training for Librarianship. 1921. Phila- 


delphia, Lippincott. 


Hazeltine, Alice 
The Children’s Librarian. (In Filene, 
Catherine, ed. Careers for Women, p. 293- 
297.) 1920. Boston. 


Library School of Western Reserve Univer- 
sity 
Bringing Books and People Together. 1920. 
Cleveland Western Reserve University. 
Phail, Edith 
The Industrial Librarian. (In Filene, Cath- 
erine, ed. Careers for Women. p. 298-308.) 
1920. Boston, Houghton. 


Plummer, M. W. 
Training for Librarianship. ed 2 rev. by 
F. K. Walter. 1920. Chicago, A. L. A. 


Powell, S. H. 
The Children’s Librarian and her Training. 
(In her Children’s Library. p. 225-271.) 
1917. New York, Wilson. 


University of Washington Library School 
Alumni 
A Call to Librarianship. 1919. Seattle, Uni- 
versity of Washington Library. 


The library periodicals contain various 
articles on library training both inspirational 
and practical. Papers and Proceedings of the 
American Library Association should be con- 
sulted also. The Encyclopedia Americana, 
1919, 17:393-4, gives helpful information. The 
circulars of the various library schools should 


be added to this selected list. 


NEW AND FORTHCOMING PUBLICATIONS 
OF THE H. W. WILSON COMPANY 


Mopern Socrtat MoveMENTs: Descriptive Sum- 
maries and Bibliographies. By Savel Zimand, 
of the New York Bureau of Industrial 
Research. viii, 260 pages, $1.80. 

The volume is a series of bibliographies on 
Trade Unionism, the Cooperative Movement, 
Experiments in Industrial Democracy, includ- 
ing Copartnership, National Industrial Coun- 
cils, and the Plumb Plan, Single Tax, So- 
cialism, Guild Socialism, Syndicalism, Bol- 
shevism and Anarchism. The value of each 
bibliography is greatly increased by a brief 
summary of the movement to which it per- 
tains. An introduction is furnished by Pro- 
fessor Charles A. Beard, formerly of Co- 
lumbia University, who says of Mr. Zimand: 
“Of his qualifications for undertaking such a 
bibliography it is hardly necessary to speak. 
His knowledge of European languages and 
European countries is wide and sure. He 
has visited all of the leading countries of 
which he speaks. The titles of the books and 
papers which he records are not mere strings 
of words mechanically set together. He is ac- 
quainted with the literature which they repre- 
sent and the life which they reflect.” 


THE Lrprary AND Society. (Classics of 
American Librarianship.) By Arthur E. 
Bostwick, Ph.D. 467 pages, $2.25. 

Two volumes have previously appeared in 
the Classics of American Librarianship 
Series, “The Relationship Between the Li- 
brary and the Public Schools,” by Dr. Bost- 
wick and “Library Work with Children,” by 
Alice I. Hazeltine. This volume is similar to 
the other two in that it includes reprints of 
papers and addresses by prominent librarians 
and other men of eminence on the library in 
its relation to society. Forty-nine addresses 
in all are included, gathered under such 
headings as General Community Relations, 
The Community's Service to the Library, 
Financial Support, Alternatives to Tax Sup- 
port, Boards of Trustees, The Library’s Serv- 
ice to the Community, The Provision of 
Books, Collection of Information, Control 
and Guidance of Reading, and Community 
Center Service. The connecting notes are 
supplied by Dr. Bostwick. 

Paciric NortHwest AMERICANA: A Checklist 


of Books and Pamphlets Relating to the 
History of the Pacific Northwest. By 








THE WILSON BULLETIN 585 








Charles W. Smith, comp., Associate Libra- 
rian, University of Washington Library. 
xii, 329 pages, $4. 

This is a union catalog of all items relating 
to the history of the Pacific Northwest to be 
found in the fifteen largest and most im- 
portant libraries of the region. It has been 
prepared cooperatively, under the auspices of 
the Pacific Northwest Library Association 
and is based on a similar checklist, prepared 
by Mr. Smith and published by the Washing- 
ton State Library in 1909. This new catalog 
contains some 4510 numbered items, with 
many bibliographical notes. The entries are 
arranged by authors, and titles in one alpha- 
bet, collation and imprint are given, also sym- 
bols to show in what libraries each item is 
to be found. Pages are made up with one 
column of type, the second column left blank 
for additions and corrections. 


IMMIGRATION, SELECTED ARTICLES ON. (Hand- 
book Series). By Edith M. Phelps. xii, 
370 pages, $1.80. 

This new volume in the Handbook Series 
is in two parts: Part I, Restriction of Immi- 
gration, based upon the question of prohibiting 
immigration entirely for two years; and Part 
II, Asiatic Immigration, based not so much 
on the question of admission of Asiatics as 
on the treatment to be accorded those who 
have already come to America. Each part 
contains affirmative and negative briefs, a 
selected bibliography and reprints of articles 
covering the history of the question and the 
arguments for both sides. A general intro- 
duction is also included. 


Henrik Issen: A Bibliography of Criticism 
and Biography. (Practical Bibliographies). 
By Ina T. Firkins, Reference Librarian, 
University of Minnesota. 80 pages, 75c. 
This volume was compiled to meet a gen- 

eral rather than a scholarly need and it has 
been the convenience of the library assistant, 
the college student and the club woman that 
has been held in mind during its preparation. 
The volume is arranged in three lists, an 
author index, a subject index, and an index 
to characters. In the author list, full infor- 
mation about the book is given. In the sub- 
ject list the author and title only of books 
are given with page references. The index to 
characters contains an alphabetical list of all 
the characters in the plays and the title of the 
play in which each character may be found. 


Oren Suop: A Depate between Andrew 
Furuseth and Walter Gordon Merritt, held 
at the Lexington Theatre, New York, 
March 13, 1921. 47 pages, 50c. 

This 1s a verbatim report of the debate as 
it actually took place, including a brief sketch 
of each of the principals. Mr. Furuseth is 
President of the International Seamen’s 
Union, and Walter Gordon Merritt is Coun- 
sel for the League for Industrial Rights. 


Lists oF STORIES AND PROGRAMS FOR STORY 
Hours. By Effie L. Power, Director, Work 
with Children, Public Library, Cleveland, 
Ohio. 2d ed. rev. 110 pages, 4oc. 

This is a revised edition of the list prepared 
originally by the Staff of The Children’s De- 
partment, St. Louis Public Library and edited 
by Miss Power. The stories are grouped 
for telling according to the age of the children, 
and also according to the nature of the stories 
selected. References are given under each 
title to the sources where the stories may be 
found, the best version being so designated. 
These sources are listed in a separate alpha- 
bet by author, with title, publisher and price, 
and a list of books about story-telling is in- 
cluded in the volume. 


INDEXING: A HANDBOOK OF INSTRUCTION. By 
George E. Brown, Editor of The British 
Journal of Photography. With preface by E. 
Wyndham Hulme, Ex-Librarian of The 
Patent Office. 137 pages, $1.25. 

This manual was written for a definite pur- 
pose, namely to provide instruction in the 
guiding principles and practice of making in- 
dexes to books or volumes of periodicals. Both 
the theory and mechanics of indexing have 
been set forth in a logical way so that the 
book can be followed as a guide by a clerk 
or typist “of perhaps more than average in- 
telligence with reasonable prospect of the 
principles and routine of the work being readily 
grasped.” 


Lrprary ADVERTISING: PusLiciry METHODS 
FoR Pustic LiprRARIES, CHILDRENS’ LIBRARIES 
AND Rurav Lipraries. By Walter A. Bris- 
coe, F.L.A., City Librarian, Nottingham. 127 
pages, $1.50. 

The book contains eight chapters advocat- 
ing advertising by the library and showing 
various methods of so doing, by posters, the 
press, library bulletins and newspapers. One 
chapter has been devoted to the use of the 
“cinema.” 
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PLays FoR AMATEURS. Compiled by the Little 
Theatre Exchange of the New York Drama 
League. 24 pages, paper, 60 cents. 

A companion volume to “Plays for Chil- 
dren,” by Kate Oglebay, published last spring. 
The list contains about 150 one-act plays for 
a mixed cast, about 50 one-act plays for 
men and 50 for women, and a list of about 
one hundred longer plays. The descriptive 
note gives some idea as to the number of 
characters and amount of scenery required, 
and whether the play is easy or difficult to 
produce. 


‘The editorial staff of the Cumulative Book 
Index is concentrating its energies at present 
on the new cumulated volume in the United 
States Catalog Series, covering in one alpha- 
bet books published from January 1, 1918 to 
June 30, 1921 inclusive. This volume will be 
issued in place of the annual cumulation of 
the Cumulative Book Index, 1920-1921 at no 
additional charge to subscribers, and will con- 
form to the annual volumes in size of page 
and binding. With this new addition to the 
series, only four or five alphabets at the most 
need be consulted during the coming year for 
information concerning any American book in 
print. Owing to the fact that all the material 
will be re-edited completely after combining 
the various alphabets in one, it will not be 
possible to deliver the volume in July, but 
publication will proceed as rapidly as con- 
sistent with accuracy and careful work. 


The year 1921 will see the publication of 
three other cumulated volumes, the Readers’ 
Guide to Periodical Literature, 1919-1921, the 
Industrial Arts Index, 1920-1921, and the Ag- 
ricultural Index, 1919-1921. Each volume will 
be bound to conform to the earlier cumulated 
volumes in the series to which it belongs, and, 
according to the new plan of publication, will 
be delivered to subscribers in place of the an- 
nual volume for the year without additional 
charge. 


Beginning with 1021 the name of the 
Readers’ Guide Supplement was changed to 
the International Index to Periodicals to con- 
form to its new field. With the new period- 
icals added January, 1921 and the continued 
indexing of the serials formerly indexed by 
the A.L.A. on cards, the number of period- 
icals now indexed regularly’ is 183 of which 
92 are published in other countries than the 
United States, and 69 are in some other lan- 
guage than English. It is the intention to ex- 


pand the International Index to cover more 
of the foreign field as rapidly as subscribers 
wish and support permits. 


The University Debaters’ Annual for 1921 
is now under way, to be published in the late 
summer or early Fall. The following subjects 
will be included: Labor’s right in management 
of industry, Government ownership and oper- 
ation of coal mines, Prohibition of im- 
migration, Prohibition of strikes in essential 
industries, Parliamentary form of government, 
Open shop, Kansas court of industrial rela- 
tions, Independence for Ireland. The colleges 
represented are George Washington Univer- 
sity, Swarthmore, Western Reserve, Ohio 
Wesleyan, Coe College, Princeton, Chicago, 
Harvard, Columbia and the state universities 
of Washington, Texas and California. 


The Children’s Catalog Supplement, 1916- 
1920, will be a revision of the 1916-1919 Sup- 
plement now out of print, enlarged to include 
the important new titles down to date. 


It is the intention of the publishers to dis- 
continue gradually the use of the name “De- 
baters’ Handbook Series” and all future vol- 
umes suitable for this Series will be included 
in The Handbook Series. Volumes now in 
process of publication in The Handbook Series 
are Unemployment (second edition revised 
and enlarged) by Julia E. Johnsen, and Study 
of Latin and Greek by Lamar T. Beman. 
Other volumes in preparation are The Negro 
Problem by Julia E. Johnsen, and Taxation 
by Lamar T. Beman. 


In the Study Outline Series new editions 
are being prepared of the outlines on Active 
Citizenship and New Poetry. These will be 
published in time for use in the Fall. 


Additional books announced for future pub- 
lication are: 

Union List of Serials of the Middle West. 
C. W. Andrews. 

Fiction Catalog (Standard Catalog Series). 
Corinne Bacon. 

Care of Pamphlets and Clippings in Libra- 
ries. 2d ed. rev. Philena A. Dickey. 

Practical Psychology for Business Execu- 


tives. Lionel D. Edie. 
Cataloging Rules. 2d edition. Jennie D. 
Fellows. 


Index to Plays. Ina T. Tirkins. 
Library Aids for Teachers and School Li- 
brarians. 2d ed. W. H. Kerr. 








PUBLICATIONS 


BIBLIOGRAPHICAL and MISCELLANEOUS 





CONTENTS Page 
Periodical Indexes. . ; } ‘ 588 
United States Catalog Series. , : 589 
Standard Catalog Series. ; . . 589 
Aids in Book Selection ; ‘ R , 590 
300k Review Digest ‘ , , ‘ 590 
Public Affairs Information Service. ;, 591 
Debate Material . ‘ ; ; ‘ 591 
Study Outline Series : . . : 593 
Librarians’ Professional Literature . P 594 
Modern American Library Economy Series 594 
Drama . ; ‘ ; ; ‘ : 594 
Reading Lists . : ‘ . ‘ : 595 
Books on Business . ; ; . ‘ 596 
Miscellaneous. : : ‘ , ; 596 
Library Supplies : ; ; : 596 











THE H.W. WILSON COMPANY 


958 UNIVERSITY AVENUE NEW YORK CITY 








588 


THE WILSON BULLETIN 








Periodical Indexes 


A SERIES OF DICTIONARY INDEXES TO 625 PERIODICALS 








Readers’ Guide to Periodical Literature 
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Readers’ Guide to Periodical Literature 





An author, title and subject index to 104 
of the most popular periodicals useful for 
reference. Complete series includes: 


Volume I (1900-1904)(Out of print) $24.00 
Volume II (1905-1909) 
Volume III (1910-1914) 
Volume IV (1915-1918) 


eee eee ee enee 


Continued in monthly service fully 
cumulated quarterly, annually and 
triennially, maximum rate.......... 


Readers’ Guide Supplement 





An extension of the Readers’ Guide 
service to 183 additional periodicals 
Volume I Nine-year Volume (1907- 


1915) (Supplementing Poole’s 

EE duicalatapetdees ede cers rece 89.61 
Volume II (1916-1919) .........-- 51.55 
Continued in bi-monthly service, 

full cumulated in each issue, maxi- 

OE VPP er rr erry 118.24 


Industrial Arts Index 





A subject index to the contents of 
153 trade, technical and engi- 
neering periodicals, society trans- 
actions and reports. 


Annuals, 1913, 1914, 1915, 1916, 1917 $19.50 

Two-year Volume (1918-1919) 39.00 

Continued in monthly service fully 
cumulated quarterly, annually, 
and biennially, maximum rate... .123.50 


Agricultural Index 





A subject index to the contents of 
125 agricultural periodicals, Amer- 
ican and foreign, also to many 
bulletins, pamphlets and govern- 
ment reports. 


Three-year Volume (1916-1918).... 


Continued in monthly service fully 
cumulated quarterly, annually, and 
triennially, maximum rate........ 123.18 


42.35 


Index _to Legal Periodicals and Law Library 





ournal 
An author and subject index to 
about 60 legal periodicals, also 


several bar association reports. 
Part 2 of each issue is the Law 
Library Journal, reporting mat- 
ters of special interest to the law 
librarian and members of the 
legal profession. 


Annuals, 1908-1919 inclusive, ea.... 


Continued in quarterly service, fully 
cumulated annually, maximum rate 12.00 


6.00 


The prices quoted above are the rates charged only to those taking all of the peri- 
odicals indexed. Service basis rates are allowed on all indexes whereby each library pays 
only for the periodicals it receives. Write for rates. 


See also Index to St. Nicholas. Vols. 1-45. p. 596. 


















INDEX 
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United States Catalog Series 


An author, title and subject catalog of American books as they are published. 
Complete to date in three bound volum<s supplemented by the monthly issues and cumu- 
lated annual volumes of the Cumulaied Book Index. Sold on the service basis. Apply 
for rates. 


United States Catalog, Books in Print, 1912....$36.00 





The foundation volume of the series. Records 
over 160,000 books in 500,000 entries, 2,837 three-column 
nonpareil pages, library buckram. 


United States Catalog Supplement, 1912-1917... .$48.00 





81,000 volumes, 240,000 entries, 2,298 three-column 
nonpareil pages, library buckram. 


United States Catalog Supplement, 1918-June, 1921. 











To be published in place of the annual volume 
June, 1920-June, 1921. 














Cumulative Book Index (current).............. $24.00 





The publication year begins in July and each monthly number from July to No- 
vember is fully cumulated. A single number in December is followed by a seven 
months’ cumulation in the January number. 

From February to April, each number is cumulated, followed by a single num- 


ber in May, and all previous numbers from July are cumulated for the annual in 
June. 


Standard Catalog Series 


The Standard Catalog will be ultimately a cooperatively printed catalog of 10,000 
titles, to be used in libraries, as a supplement to, or a substitute for, the card catalog. 
It will be published first in sections by class, and when complete in this form, it will 
be reissued in dictionary form. The selection is based on the best published lists avail- 
able, aided by the advice of librarians and of experts in each field. The following items 
in the Series are now available or announced for early publication: 


Biography Section, 1000 titles, 79 pages, lined paper. 
Sociology Section, 1000 titles, 99 pages, lined paper. 




















Penn, Tee , -GOER: QURTIIR, «i044 48a05kdons thine eee nina $1.00 
Additional copies on thin paper, for same library, each............ 10 
Fiction Catalog: In preparation. 
= Childrens’ Catalog 
SZ | 

eg I so0c, TEGe, BGG MUNN, GEOG... 2. ccccccdicacdeetedeocaes seawa $2.00 
|] eet | Saey Tiek, BAG mee, MII. «oe 5.0 v0 nase xuchnmipbsskbaedpeaceanl 4.00 
o oa SS Ts, BI BI, GE a 2a nc tcnrscawsenhiensetetetsensen 6.00 


Supplement, 1916-1920. In preparation. 


Paper bound copies, sold with bound copy, or to those having 
previously ordered bound copies, in lots of ten or more, 1000 titles, 
-. 25c.; 2000 titles, 35c.; 3500 titles, 5o0c. 








[te 
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Aids in Book Selection 
BOOK REVIEW DIGEST 
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Devoted to the evaluation of cur- 
rent literature. About 2500 books a 
year are listed by author, with pub- 
lisher, price, a brief descriptive note, 
and excerpts from the leading re- 
views culled from sixty representative 
journals. A title and subject index is 
included in a separate alphabet. 


Annuals, 1905-1920 inclusive, each $6. 


Continued in the monthly service, 
cumulated fully in August and Febru- 
ary (annual) $12. Also sold on the 
service basis. Apply for rates. 





BIBLIOGRAPHIES 


Modern Social Movements: Descriptive 
Summaries and Bibliographies. Savel 
Zimand. With introd. by Prof. Charles 
A. Beard, viii, 260p. $1.80. 


Bibliography for the Advisers of Women 
and Girls. Anna E. Pierce. 85p. $1. 


Aerial Photography: Bibliography of avail- 
able material relating to the means, 
methods, experiments and results of 
aerial photography. Henry E. Haferkorn. 
Pt. 1r. 38p. pa. 50c. 


Christmas Lib Bulletin No. 2: Michigan 
State Retaah Kellen. Emelyn E. Gard- 
ner and E. V. Andrews. 39p. pa. 10c; 
10 or more copies, 5c ea.; 100 copies, $3. 


Poisonous Gas in Warfare: application, 
prevention, defense and medical treat- 
ment. Henry E. Haferkorn and Felix 
Neumann. Pt. 1. Oct. 31, 1917; Pt. 2. Jan. 
15, 1918. Pts. I and II. 42p. pa. soc. Pt. 
II alone, 14p. pa. 25c. 


A short annotated bibliography of gases and kind- 
red devices applied in the late war 


PRACTICAL BIBLIOGRAPHIES 


A series of pamphlets, each a bibliography on some subject of current interest. 
Each 35c, 4 numbers in one order, $1.00, except as otherwise noted. Titles are: 


Automobiles and Motorcycles. Arthur R. 
Blessing. 79p. 50c. 


Birth Control. Theodore Schroeder. 





52p. 


Daily Newspapers in the United States. 
Callie Wieder. 56p. 


Henrik Ibsen. Ina T. Firkins. 80p. 75c. 











History of the Reformation in Germany. 
George L. Kieffer. 6op. 

Masters of American Journalism. Julia C. 
Stockett. 49p. 

Office Methods. Blanche B. Shelp. 3o0p. 


Some Great American Newspaper Editors. 
Margaret Ely. 43p. 














MISCELLANEOUS 


Handbook of United States Public Docu- 


Description of Federal Public Documents. 





ments. Elfrida Everhart. 320p. $2.50. 


T9IO. 
A brief history of the publications of the 
various government departments. 


Lawrence C. Wroth. 22p. pa. 20c; 5 or 
more copies, 10c ea.; 100 copies, $5. 


See also 2400 Business Books; Modern American library economy series; Reading 
lists; Study outline series; Standard catalog series; United States catalog series. 
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Public Affairs Information Service 


The purpose of the service is to collect, 
classify and disseminate information upon 
all questions relating to government, fi- 
nance, social welfare, current legislation 
and other matters of public concern. It 
serves and is supported by cooperators and 
subscribers drawn from government de- 
partments, libraries, institutions, associa- 
tions, and individuals who feel the need of 
a guide to timely information on questions 
of the day. The service is made available 
through a weekly Bulletin which is cumu- 
lated bi-monthly, and bound annual cumu- 
lations issued in October of each year. 


Debate 








DEBATERS’ HANDBOOK SERIES 


Cloth. Price $1.25 each, unless otherwise 
noted 


American Merchant Marine. Phelps. 2nd 
ed. xxxvii, 344p. $1.50. 

Capital Punishment. Fanning. 3d ed. xxvi, 
2099p. 

Central Bank. Robbins. viii, 18zp. 

Child Labor. Bullock. 2d ed. xxvi, 2328p. 

City Manager Plan. Mabie. xxix, 245p. 

Compulsory Arbitration of Industrial Dis- 
putes. Beman. 4th ed. rev. and enl. 
Ixvi, 303p. $2.25. 

Compulsory Insurance. 
266p. 

Conservation of Natural Resources. Fan- 
ning. xv, I53p. 

Debaters’ Manual. Phelps. 3d ed. x, roIp. 

Direct Primaries. Fanning. 4th ed. xxxiv, 
228p. 

Election of United States Senators. Fan- 
ning. 2d ed. xxvi, 116p. 

Employment of Women, Bullock and John- 
sen. 2d ed. xxxiii, 214p. 

Federal Control of Interstate Corporations. 
Phelps. 2d ed. xxx, 240p. 

sa 2 Trade and Protection. Morgan. xxix, 
186p. 


Bullock. xxxv, 


Important unpublished material is also 
made available to subscribers and coopera- 
tors for the cost of copying only. 
Cost: Cooperators; Complete ser- 
vice including weekly bulletins, 
bi-monthly cumulations and an- 
nual volumes, per year......... $100.00 
Subscribers; Bi-monthly cumula- 
tions and annual volumes, per year 50.00 
Annual volumes from 1915 to date, 
CUED iv iviccesstcaad dibeatdssacs 15.00 
These are maximum prices. The Service 
is charged for on the service basis. Price 
quoted on request. 


Material 


Government Ownership of Railroads. 
Phelps. Vol. II xxxi, 200p. $1.50. 


Government Ownership of Telegraph and 
Telephone, Judson. xl, 204p. 

Income Tax. Phelps. 3d ed. xxxiii, 235p. 

Initiative and Referendum. Phelps. 3d ed. 

xlvi, 209p. 

Minimum Wage. Reely. xxvi, 202p. 

Mothers’ Pensions. Bullock. xviii, 188p. 

Municipal Ownership. Johnsen. 3d _ ed. 
xxxiv, 334p. $1.50. 

National Defense. Vol. II. Including 
Compulsory Military Service. Van Valk- 
enburgh. liv, 204p. 

National Defense. Vol. III. Johnsen. Ix,- 
2790p. $1.80. (Largely supplements Vol- 
ume II.) 


Parcels Post. Phelps. 2d ed. xxv, 158p. 
Prohibition. Beman. 2d ed. Ixiv, 240p. 


Recall, Including Judges and Decisions. 
Phelps. 2d ed. L, 273p. 


Single Tax. Bullock and Johnsen. 2d ed. 
Xxxiii, 249p. 


Trade Unions. Bullock. 2d ed. xxx, 280p. 


Unemployment. Johnsen. 2d ed. In prep- 
aration. 


ABRIDGED DEBATERS’ HANDBOOK 
SERIES 

Paper. Price 25c¢ each, unless otherwise 
noted. 

Athletics. Johnsen. 103p. 35c. 


Fortification of Panama Canal. Fanning. 
32p. 


Government 
Phelps. 32p. 


Ownership of Telegraph. 
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DEBATE MATERIAL—Continued 


Non-Resistance. Parsons. 93p. 35¢. 
Panama Canal Tolls. Phelps. sop. 
Ship Subsidies. Clifford. 53p. 


HANDBOOK SERIES 


Cloth. Price $1.25, unless otherwise noted 


Agricultural Credit. Bullock. xiv, 177p. 

Americanization. Talbot. 2d ed. by J. E. 
Johnsen. Ixiv, 373p. $1.80. 

Closed Shop. Beman. xlvii, 197p. $1.80. 

European War. Vol. II. Bingham. xéi, 
304p. 

Immigration. Phelps. xii, 370p. $1.80. 

Industrial Relations. 
Employment Management. 
xx, 507p. $2.40. 
Modern Industrial Movements. 
field. xxiv,377p. $2.40. 
oe of Labor. Bloomfield. xxi, 436p. 
2.40. 


Bloomfield. 


Bloom- 


League of Nations. Phelps. 4th ed. rev. 
and enl. xxxix,362p. $1.50. 
Negro Question. J. E. Johnsen. In prep- 


aration. 


Prison Reforms. Bacon. xxxvi, 300p. 
Short Ballot. Bullock. xviii, 16op. 
Socialism. Robbins. xvii, 223p. 


Study of Latin and Greek. Beman. In 
preparation. 

Vocational Education. Robison. 2d ed. rev. 
and enl. by J. E. Johnsen. Ixv, 3590p. $2.25. 


UNIVERSITY DEBATERS’ ANNUALS 


A series of year books, each a collection 
of representative intercollegiate debates on 
the important questions of the day. Con- 
structive and rebuttal speeches are given 
for both sides, and each debate is ac- 
er anied by a selected bibliography, and 

riefs. 


Contents 
VOL. I: 1914-1915. E. C. Mabie, ed. Out 


of print. 


Vol. II: 1915-1916. E. C. Mabie, ed. $1.80. 
International Police; Preparedness; Com- 
pulsory Military Service; Federal Owner- 
ship of Telegraph and Telephone; City 
Manager Plan; Prohibition; Literacy Test 
for Immigrants; Compulsory Industrial 
Insurance. 


Vol. III: 1916-1917. E. M. Phelps, ed. $1.80. 
Out of print. 


Vol. IV: 1917-1918. E. M. Phelps. ed. Out 
of print. 


Vol. V: 1918-1919. E. M. Phelps, ed. $1.80. 
Cabinet System of Government; Govern- 
ment Ownership of Railroads, (three de- 
bates) ; Federal Employment for Surplus 


Vol. VI: 1919-1920. E. M. Phelps, ed. $2.25. 
Government ownership and operation of 
coal mines; Cummins plan for the con- 
trol of railroads; Affiliation of teachers 
with American Federation of Labor; Sup- 
pression of propaganda for the over- 
throw of the U. S. government (two de- 
bates); Compulsory arbitration of rail- 
way labor disputes; Compulsory arbitra- 
tion of labor disputes; The closed shop. 


Vol VII: 1920-1921. E. M. Phelps, ed. In 
preparation. 
Labor’s Right in Management of Indus- 
try; Government Ownership and Oper- 
ation of Coal Mines; Prohibition of Im- 
migration; Prohibition of Strikes in Es- 
sential Industries; Parliamentary Form 
of Government; Open Shop; Kansas 
Court of Industrial Relations; Independ- 
ence for Ireland. 


DEBATERS’ MANUAL 


Compiled by Edith M. Phelps (Debaters’ 
Handbook Ser.) 2d ed. enl. x,191p. $1.25. 

This volume will tell the student or de- 
bater how to organize a debating society, 
where to find a suitable question for de- 
bate and how to prepare for the debate it- 
self. Part I describes in logical order all 
the steps thru which the debater must go 
in the preparation for a debate. Part II 
contains brief and valuable suggestions for 
organizing and managing a debating so- 
ciety and for drawing up its constitution. 
There is also an up-to-date list of subjects for 
debate, each accompanied by references to 
briefs, bibliographies, actual debates, collec- 
tions of articles, etc.; also a selected bibliog- 
raphy on debate and public speaking. 


INTERCOLLEGIATE DEBATES 
Chicago 
Federal Graduated Income Tax. 46p. pa. $1. 
Minimum Wage. 5Ip. pa. $1. 


Recall (excluding judges). 38p. pa. $1. 
Iowa 
Federal Charter for Interstate Commerce. 


36p. pa. $1. 
Graduated Income Tax. 46p. pa. $1. 
Shipping Subsidies. 39p. pa. $1. 
New England Triangular League 
Courts and Social Reform. 67p. pa. $1. 


Texas 
Banking and Currency Reform. 29-54p. pa. 
30c. 
Compulsory Old-Age Insurance. 7-28p. pa. 
30c, 
Miscellaneous 


Open Shop: debate. Andrew Furuseth vs. 
Walter Gordon Merritt. 47p. 5oc. 
Public Regulation of the Rate of Wages. 


Rinehart J. Swenson. 74p. pa. 50c. 
A histori résumé of the subject of wages, 
with bibliography. 
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Active Citizenship. Charles Davidson, 
Ph.D. A study of citizenship in general 
and of the intelligent management of local 
problems. Topics for discussion in meet- 
ings and short lists of books and docu- 
ments which may be consulted. 2d ed. in 
preparation. 


American Art. A. L. Guthrie. Sixteen 
programs and bibliography. 63p. 35c. 


Contemporary Drama. Prof. Arthur 
Beatty. List of plays with interpretative 
notes and suggestive ideas for discussion 
and study. 12p. 25c. 


Country Life and Rural Problems. M. K. 
Reely. Twenty-one programs, under five 
main divisions, with references for each. 
Bibliography. 3909p. 25c. 


Dietetics. Programs ‘or 10 club meet- 
ings. 10p. Under one cover with “Home 
Economics.” 


_Early American Literature. A. L. Guth- 
rie. Seventeen programs with references 
for each. Bibliography. sop. 35¢c. 


England and Scotland: History and 
Travel. C. E. Fanning. Intended for travel 
study club which has a historical founda- 
tion for its work. Bibliography. List of 
additional topics. top. 25c. 


Home Economics. Prepared by the 
Home Economics Division, Agricultural 
Extension Department, Purdue University. 
Programs for 10 club meetings. 11p. Under 
one cover with “Dietetics.”  25c. 


Italian Art: A General Survey. Prepared 
for the Wisconsin Library Commission. 
Chronological order of subjects. 6p. 15c. 


Mexico. Prepared by Study Club De- 
partment, Wisconsin Library Commission. 
2p. To be used in the same year with 
South America Past and Present or Pan- 
ama, Under one cover with Panama. 15c. 


New Poetry. Mary P. Parsons. Seven- 
teen programs with bibliography. 2d ed. in 
preparation. 


Panama. L. E. Stearns. 4p. Under cover 
with Mexico 





Study Outline Series 


These outlines are arranged for the special benefit of 
clubs and others who wish to follow a definite course of 
study. Each supplies a program already prepared which 
can be adapted easily to the special demands of a study 
group, and also indicates the best material for reference. 
These outlines can be purchased in quantity, annotated as 
desired and used in place of specially printed programs. 


Present Day Industries in the United 
States. Prepared by the Study Club De- 
partment, Wisconsin Library Commission. 
Topical outline without references. 6p. 15c. 


Questions of the Hour: Social, Eco- 
nomic, Industrial. J. L. Wilson. Nineteen 
programs, with references, each based on a 
single volume in the Debaters’ Handbook 
Series or the Handbook Series. 30p. 25c. 


Russia: History and Travel. C. E. Fan- 
ning. Eighteen programs and bibliography 
a8p. 25¢. 


Russian Literature. A. L. Guthrie. Six- 
teen programs with references and recom- 
mended readings for each. Bibliography. 
53P- 35¢. 


Slav Peoples. Prepared by Gregory 
Yarros. The history, present distribution 
and culture of the Slavs. A topical outline 
with references under each topic. Bibli- 
ography. 24p. 25c. 

South America. Corinne Bacon. Topical 
outline with chapter and page references 
as a help in the preparation of papers. 
Bibliography. 3o0p. 25c. 


South America Past and Present. Based 
on the study of Bryce, South America. One 
subject for each meeting with questions for 
discussion. Short list of required refer- 
ences. I5p. 25¢c. 


Studies in Modern Plays. H. A. David- 
son, M.A. Analytical study of ten plays, 
presented by question. Full directions for 
study and list of references. 44p. 35c. 


United States Since the Civil War, C. E. 
Fanning. Intended for clubs studying ad- 
vanced American history and modern prob- 
lems. Bibliography. trop. 25c. 


Vocational Education and Guidance of 
Youth. E. Robison. Seventeen programs 
and bibliography. 66p. 35¢c. 


Woman Suffrage. J. L. Wilson. Covers 
the history and status of the movement, 
arguments in its favor, methods of pre- 
paring for and conducting campaigns, etc. 
Full references and a bibliography are 
given. 47p. 25¢c. 


10 copies (of one title) listed at 35c. $2.50 
10 copies (of one title) listed at 25c. 1.50 
Io copies (of one title) listed at 15c. 1.00 
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Librarians’ Professional Literature 


Administration 
Care of Pamphlets and Clippings in Li- 
braries. Philena A. Dickey. (Library 


problems ser.) 2d ed. in preparation. 
description of various methods employed in 
the care of pamphlets and clippings. 


Library Work, 1905-1911. Anna L. Guthrie, 


ed. 4090p. 
A bibliography and digest of library literature. 
Manual of Library Economy (Brown). 3d 
and memorial edition by W. C. Berwick 
Sayers. 5190p. $5. 
School Library Management. Martha Wil- 


son. 2d ed. enl. viii, 142p. 85c. 

A statement of the problems of the school 
library with suggestions for its equipment, or- 
ganization and administration. 


Bookbinding 
Library Bookbinding. Arthur L. Bailey. vi, 
248p. $1.25. 


Contains information on materials, processes, 
routine and various lesser matters relating to 
the binding and repair of books. 


Buildings 
A book of Carnegie Libraries. 
Wesley Koch. Plates. 
postage extra. 


Theodore 
x,226,v-viiip. $3.50 


Cataloging 
Cataloging Rules. Jennie 
In preparation. 


A_ revision of Cataloging Rules issued by the 
N. Y. State Library in 1914 as Library School Bul- 
letin No. 36. 


D. Fellows. 


Classification 


Canons of Classification; a study in bib- 
liographical classification method. W. C. 
Berwick Sayers. 173p. $1 


A critical study of the main “systems of li- 
brary classification. 


Introduction to Library Classification; with 
readings, questions and examination pa- 
pers. W. C. Berwick Sayers. 172p. $1.25. 
ntended for beginners. 
Classics of American Librarianship 
The Library and Society. Arthur E. Bost- 
wick, comp. (Classics of American li- 
brarianship series*). 474p. $2.25. 
Library Essays. Arthur E. Bostwick. x,432p. 
33°, (With “A Librarian’s Open Shelf,” 
5. 


A Librarian’s Open Shelf. Arthur E. Bost- 
wick. x,344p. $3. (With “Library Es- 
says,” $5.) 

Library Work with Children. Alice L. 
Hazeltine, comp. (Classics of American 
librarianship series*) 396p. $1.50. 


Libraries: addresses and essays. 


ton Dana. xi,2990p. $1.80. 
A book of addresses delivered by the author 
during twenty years of library experience. 


Relationship between the Library and the 
Public Schools. Arthur FE. Bostwick. 
comp. (Classics of American librarian- 


ship series.*) 331p. $1.50. 
*A series of rep of professional papers, 
edited by Arthur E. Bostwick. 


John Cot- 


Indexing 


Indexing: a Handbook of Instruction. 
George E. Brown. With preface by E. 
Wyndham Hulme. 137p. $1.50. 


Miscellaneous 


Children’s Library: dynamic factor in edu- 
cation. Sophy H. Powell. 46o0p. $1.75. 
A discussion and criticism of library work for 

children as conducted at present; with a_bibli- 

ography, and an introduction by John Cotton 

Dana. 

Library Adventures of Bob and Elizabeth. 
Marie L. Prevost. 16p. pa. 0c; 10 or 
more copies, 5c ea; 100 copies, $3. 

Library Advertising: Publicity Methods for 
Public Libraries, Children’s Libraries and 
Rural Libraries. With a chapter on “the 
Cinema and the Library,” etc. By Wal- 
ter A. Briscoe, F. L. A., City Librarian. 
Nottingham. 127p. $1.50. 


Library Aids for Teachers and School Li- 
brarians. Rev. ed. in preparation by W. 
H. Kerr. 

Library Jokes and Jottings; a coliection of 
stories partly wise and mostly otherwise. 
Henry T. Coutts. 1590p. 65c. 

Place the Man and the Book. Sarah B. 
Askew. 22p. pa. 10c; 10 or more copies, 
5c ea; 100 copies, $3. 

Seven Joys of Reading. Mary W. Plum- 
mer. 20p. pa. 20c; § or more copies 10c 
ea; 100 copies $5. 


Modern American Library Economy Series 


Edited by JOHN COTTON DANA 


Part 6, sec 1 completes the first volume 
of the Series. This volume may be se- 
cured bound in three-quarters pig-skin, 
for $12. 

Pt 1, sec t. Registration desk. Sara C. 
Van de Carr. (Out of print except in 
bound volume) 

Pt 1, sec 2. Charging system. Sara C. Van 
de Carr. 53p. 5oc. 


Pt 1, sec 3. Administration of lending 
dept. Sara C. Van de Carr. 33p. 5oc. 

Pt 1, sec 4. Relations with the public in the 
lending dept. Sara C. Van de Carr. 22p. 


Oc. 
Pe 2. Booklists and other library publica- 
tions. John C. Dana. 31p. 50c. 
Pt 3. Business branch. John C. Dana and 
S. B. Ball. 73p. $1. 
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MODERN AMERICAN LIBRARY ECONOMY SERIES—Continued 


Pt 4. Advertising. John C. Dana. 31p. soc. 


Pt 5, sec 1. School department room. John 
C. Dana. 18p. 50c. 


Pt 5, sec 2. Course of study for normal 
school pupils on the use of a library. (Out 
of print except in bound volumes. See 
v. 2. How to use a library.) 


Pt 5. sec. 4. School libraries, by G. Thomp- 
son and John C, Dana. 35p. 5oc. 


Pt 5, sec 5. Course of study for normal 
school pupils on literature for children. 
J. S. Harron, C. Bacon and John C. Dana. 
Out of print except in bound volume. 


Pt 6, sec 1. Large pictures, educational 
and decorative, by Marjary L. Gilson and 
John C. Dana. 8p. $1 


V «@ =< school branch of the public li- 
brary. Elizabeth B. McKnight and John 
C. Dana. 39p. 5oc. 


V 2. How to use a library; a course of 
goog Louise Connolly. 135p. pa. $1; bd 
1.30. 


V. 2, pt xvii. Maps atlases and geographical 
publications. Sarah B. Ball. 46p. 75c. 


V 2, pt xviii, sec 1. The vertical file. M. A. 
McVety and M. E. Colegrove. 34p. 5oc. 


V 2, pt. xix. Aids in high school teaching; 
pictures and objects. John C. Dana and 
Blanche Gardner. 68p. $1 


V. 2. Color-and-position method for filing 
pamphlets, books, maps, documents, let- 
ters and other material. pt. 1. John C 
Dana. 36p. pa. $1; bd. $1.30. 


V 2. Picture collection, revised, by John C. 
Dana and Blanche Gardner. 96p. pa. $1; 
bd. $1.30. 


V 2. Subject headings for information file. 
. E. Colegrove and M. A. McVety. 123p. 
pa. $1; bd $1.30. 


Drama 


Daily Bread; A window to the South; The 
lean years; one-act plays. Mary K. Reely. 
72p. lined pa. 6oc. 
Three eao-tat plays. 

Index to Plays. Ina 
In preparation. 


Plays for Amateurs. 
preparation. 
See also Study Outline Series. 


Ten Eyck Firkins. 


S. M. Tucker. In 


Plays for Children: a selected list. Kate 
Oglebay. 19p. pa. 60c 


Compiled for the New York Drama League. 


Some of the Best Dramas. .Frances K. W. 
Drury. 24p. pa. 10c; 10 or more copies 5c 
ea; 100 copies. $2. 


A briefly classified list of 262 plays by amet 
can and foreign authors. 


Reading Lists 


(Special Rates on Quantities) 


Children and Schools 


Boy Scouts of America. St. Joseph Free 
Public Library. 2d ed. rev. 12p. pa. 10c. 


Eighty Tales of Valor and Romance for 
Boys and Girls. Children’s Department. 
Cleveland Public Library. 13p. pa. roc. 
Annotated. 


Fairy Stories to Tell and Suggestions for 
the Story Teller. Nina C. Brotherton. 8p. 
pa. 10c. 


Lists of Stories and Programs for Story 
Hours. Effie Louise Power. 2d ed. rev. 
IIOp. pa. 40c. 

Seventy-five Books of Adventure for Boys 


and Girls. Children’s department. Cleve- 
land public library. top. pa. Ioc. 


Annotated. 


Things I Like to Do: for Boys and Girls. 
Lillian Sutherland. 16p. pa. toc. 


What Shall We Read Now. Mildred May- 
nard. 4 lists, grades 1-2, 3-4, 5-6, 7-8. 4th 
ed. rev. pa. ea. 15c; set of 4, 30c. 
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Books on Business 


2400 Business Books; arranged by author, 
title, and subject, under the supervision 
of John Cotton Dana of the Newark, 
(N.J.) Free Public Library. Third edi- 
tion, revised and enlarged. 472p. $5 post- 
paid. 


First and second edition published under the title 
“1600 Business Books.” 





Standard Practice in Personnel Work. Eu- 
gene J. Benge. 286p. $3 postpaid. 


Employees’ Magazines for Factories, Of- 
ces and Business Organizations. 122p. 
$1.80 postpaid. 


Industrial Relations. 3 vols. By Daniel A. 
Bloomfield. $2.40 ea. 


Employment Management. xx,507p. 
Modern Industrial Movements. xxiv,377p. 
Problems of Labor. xxi,436p. 


Practical Psychology for Business Execu- 
tives. Lionel D. Edie. In preparation. 


Miscellaneous 


Check-list of Pacific-Northwest Literature. 
Charles W. Smith. xii, 3209p. $4. 


Check List of Periodicals. Alvan W. Clarke. 


59P. pa. 9oc. 

A list, with full statistics, of the periodicals 
indexed in Poole, the Faxon indexes. the Engi- 
neering index and the indexes published by The 
H. W. Wilson Company. 


Rocky Mountain flow- 
ers; an_ illustrated 
guide for plant lov- 
ers; with 25 plates in 
color and 22 plates 
in black and white. 
Frederic E. and Edith 
S. Clements. xxxi, 
3092p. flex. lea. $4.50. 


Flowers of Mountain 
and Plain. Frederic 
E. and Edith S. 
Clements. M 60. 


Contains the 25 colored plates from Rocky 
mountain flowers, with text. 





Index to St. Nicholas. Vols. 1-45. Anna L. 
Guthrie, ed. 4709p. Red buck. $12. Sold 
also on the service basis. 


Library 


Maxson Book Mark. (With Goop-Card on 
back in colors.) 2%x6% in. Price: 
100, 50c; 500, $2; 1000, $3.75 postpaid. 


Instructs children, in an interesting manner, 
in the care of books. 


Goop-cards. Posters. Teach children the 


care of books. Hand-colored, size 12%4x 
18 ivches for bulletin board or framing, 
each inailed in tube, 25c. ° 


Quarterly List of New Technical and Indus- 
trial Books; chosen and annotated for gen- 
eral libraries by the Applied science ref- 
erence department Pratt Institute Free 
library. Issued quarterly 4p. pa. 1 to 50 
copies each issue for one year $1.25; 100 
copies $2.50; on orders for 500 or more 
copies, imprint furnished free. 


Toaster’s Handbook; Jokes, stories and quo- 
tations. Peggy Edmund and Harold W. 
Williams. With introductions by Mary K. 
Reely. 3d ed. xviii, 483p. Ze me. 
Jokes and quatetane have been brought into 


one collecti assified under subject 


ion and 
headings corresponding more or less closely 
to those 


in library catalogs. 


Union List of Serials in the Libraries of the 
North Central States. Edited under the 
supervision of Clement W. Andrews of 
the John Crerar library. In preparation. 


Vision of Anton as told by Walter A. 
Dyer. 16p. pa. 10c; 10 or more copies 5c 
ea; 100 copies, $3. 

A bit of inspirational literature for library 


workers and ers. See also Don’t be a 
quitter in this list. 


Supplies 


Printed Guide Cards for the Card Catalog. 
Prices: $2.00 a hundred, minimum order, 
100 cards. First choice, 612 cards, $10.00. 
European war, full set, 70 cards, $1.25. 
Limited set, 30 cards, 50c. 

A selection of 1295 subject headings, printed 
on the best quality of guide cards, center cut. 
Care has been taken to select names or sub- 
jects most pened ond wuciaing. A. list of 

uidistant e ave ‘ 

subjects ‘will be sent on request for use in mak- 

ing up an order. 
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Library Science, Bibliography and General 


GRAFTON & CO.’S PUBLICATIONS, 1920-1921 


Indexing: A Handbook of Instruction. 
George E. Brown. With preface by E. 
Wyndham Hulme. $1.50. 


Library Classification and Cataloguing. 
James Duff Brown. $3.75. 


Subject Classification. James Duff Brown. 
$4.50. 

Guide to Librarianship. James Duff Brown. 
$1.25. 


A British Library Itinerary. James Duff 
Brown. 75c. 


Open Access Libraries: Their Planning, 
Equipment and Organisation. James 
Douglas Stewart, Olive E. Clarke, Henry 
T. Coutts, Alice Jones, William McGill. 
Under the Editorship of and with an In- 
troduction by James Duff Brown. $2.50. 


A Manual of Book Selectien for the Li- 
brarian and Book Lover. Reginald G. 
Williams. $2.50. 


Library Advertising: Publicity Methods for 
Public Libraries, Children’s Libraries and 
Rural Libraries. With a chapter on “The 
Cinema and the Library,” etc. By Walter 
A. Briscoe, F. L. A., City Librarian, Not- 
tingham. $1.50. 


A Primer of Library Practice. George E. 
Roebuck and W. Benson Thorne. 85c. 


Manual of Practical Indexing. A. L. 
Clarke, Librarian, Royal Society of Medi- 
cine. Crown 8vo, Cloth, 184pp. $1.75. 


A School and Club Librarians’ Handbook, 
including notes on Rural Libraries. B. 
Marjorie Peacock. goc. 


The Card Catalogue. W. C. Berwick Say- 
ers and James Douglas Stewart. $1.20. 


The Sheaf Catalogue. 
Stewart. 85c. 


James Douglas 


Manual of Library Bookbinding. Henry T. 
Coutts and Geo. A. Stephen. $2.75. 


Conspectus Incunabulorum. R. A. Peddie. 
Part 1 (A—B), with Supplement and List 
of Authorities. $4.50. Part II (C—G), 
$4.50. 

An Index catalogue of Fifteenth-Cen- 
tury Books. 


An Outline of the History of Printing. To 
which is added the History of Printing in 
Colours. R. A. Peddie. &5c. 


National Bibliographies. A descriptive 
catalogue of the works which register 
the books published in each country. 
R. A. Peddie. $1.65. 


Books on the Great War: An Annotated 
Bibliography of Literature issued during 
the European Conflict. F. W. T. Lange, 
W. T. Berry and B. M. Venner. Preface 
by R. A. Peddie. Vols. I-III (bound to- 
gether), $2.50. Vol. IV, $2.50. 


A Fifteenth-Century Bibliography. James 
P. R. Lyell, J. P., F. R. Hist. S. $1.65. 


The British Civil Service: Home, Colonial, 
Indian and Diplomatic. Francis George 
Heath. $1.25. 


British Museum Library. Gertrude E. Raw- 


lings. 23Ip. $1.25. 
An account of the museum and its treasures. 


All prices include postage 


For Sale by 
The H. W. Wilson Company 


958-964 University Avenue 


New York, N. Y. 





The H. W. Wilson Company 
Cumulative Indexing Service 






















































































































































































TIME TABLE January, 1921 
Blank ~~ 1921-1922 Subject pe a 
Cumulative Readers’ Guide to =< industrial Arts 
Date of Issue Book index * Periodical Literature® (ciate S. L. A Index Agricultural Index * 
1921 January |Juty—JAN. January 1920 Ann. Bd.| January 1920 Ann. Bd 
February | February Jan.—FeEs. Jan.—Fes. January 
March Fes.—March |Jan.—Marcn |Jan.—March |Jan.—Marcn |JAN.—Fen. 
April Fres.—APprit April April Jan.—Marcu 
May May Apau—May /|Jan.—May Apri—May | April 
June 3%-YR. (1918-| Jan.—June Jan.—JuNE Aprit—May 
a1) BD. 
July July July Jan.—June 
August July—Aug. 
September| Jury—Serr. (Jan.—Serr. (|June—Sept. |Jan.—Szrr. (|July—Aug. 
October |Juty—Ocr. _| October _| October Jan.—Serr. 
November|Juty—Nov. |Ocr—Nov. |Junz—Nov. Oct.—Nov. 
December| December 3-YR. (1919- 2-YR. (1920- 
a1) BD. 21) BD. 
1922 January |Juty—JaN. January 1921 Ann. Bd.| January — S91 
ai f 
February | February Jan.—Frs. Janw.—Feun. January 
March |Fep—Marcu |Jan.—Marcn |Jan—March |Jan.—Marca |Jan.—Fes. 
April Fep.—Apait | April April Jan.—Marcu 
May May Arrit—May |Jan.—May Aprit—May | April 
June a Ann |Jan.—June Jan—Juwe /|Apam—May 
July July July Jan.—Jung 
August July—Aug. 
September} J uty—Sepr. Jan.—Sepr. June—Sept. Jan.—Seprr. July—Aug. 
October | Juty—Ocr. October October Jan.—Szpr. 
November| Juty—Nov. Oct.—Nov. Juns—Nov. Oct.—Nov. 
December | December 1922 Ann. Bd 1922 Ann. Bd. 























THE BOOK REVIEW DIGEST is published monthly and is cumulated twice a year, for 


six months in August, with a bound annual 


volume in February. The other issues are 


current only, with the exception of the title index which cumulates from March to August, 
and again from September to February. 


THE LEGAL INDEX is issued quarterly, in April, July, 
cumulation of the Indexing once a year, in January. 


October and January, with a 
The Law Library Journal does 


not cumulate, but title page and index are furnished with the January number. 





1 The months given indicate the dates of publication of books recorded in the various issues. Neces- 


sarily, the record of boo 


late to be included. 


2 The dates given below and in the following columns are necessarily om. 

of the periodicals are received too late i ii 

the case of the annual volumes where c 

® While a few of the current periodicals are indexed in the same month 

lished, the number is much smaller than in i 
ournals, necessarily 


foreign j 


to 


be included in the current issue. 
y must reach the printer earlier than usual. 
in which they are pub- 


the other indexes, both because of the lenge 
slow to arrive, and because many of the journals are irregular in 


approximate, as man 
s is especially true 


ks for the current month is incomplete, as information is often received too 


y 
in 


number of 


publication. 





